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about this 
guide 



This reference guide provides information to help you: 

■ Execute batch processing to run one or more CLI commands. 

■ Use the CLI commands to execute session, device, SNMP IP security, and 
hcense key administration commands, and other general commands. 

■ Execute LUN and volume management commands to the XP disk arrays. 

■ List details and status about the DKC and DKU components, and SMNP 
traps. 

■ Understand and resolve error messages. 
"About this Guide" topics include: 

■ Overview, page 10 

■ Conventions, page 11 

■ Getting Help, page 13 
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About this Guide 



Overview 

This section covers the following topics: 

■ Intended Audience 

■ Prerequisites 

■ Related Documentation 

Intended Audience 

This book is intended for use by customers and HP authorized service providers 
who are experienced with the following: 

■ Disk array hardware and software 

■ Storage systems 

Prerequisites 

Before you use the Command View XP CLI, make sure you consider the items 
below. 

■ Install or upgrade to the most recent version of Command View XP. 

■ Set up the HP Storage Works XP disk arrays. 

■ Install Path Connectivity. 

■ Refer to the readme.txt file on the CD for any last minute announcements. 

Related Documentation 

In addition to this guide, HP provides corresponding information: 

■ HP StorageWorks Command View XP Installation Guide 

■ HP StorageWorks Command View XP Path Connectivity User Guide 

■ HP StorageWorks Command View XP Path Connectivity Command Line 
Interface ( CLI) Reference Guide 

■ HP StorageWorks Command View XPfor XP Disk Arrays User Guide 
m Command View XP and Path Connectivity online help 
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Conventions 

Conventions consist of the following: 

■ Document Conventions 

■ Text Symbols 

Document Conventions 



The document conventions included in Table 1 apply in most cases. 
Table 1 : Document Conventions 







Cross-reference links 


Blue text: Figure 1 


Key and field names, menu items, 
buttons, and dialog box titles 


Bold 


File names, application names, and text 
emphasis 


Italics 


User input, command and directory 
names, and system responses (output 
and messages) 


Monospace font 

COMMAND NAMES are uppercase 
monospace font unless they are case 
sensitive 


Variables 


<monospace, italic font> 


Website addresses 


Blue, underlined sans serif font text: 

http : // www. h p. com 



Text Symbols 

The following symbols may be found in the text of this guide. They have the 
following meanings. 



WARNING: Text set off in this manner indicates that failure to follow 
/ J \ directions in the warning could result in bodily harm or death. 



A Caution: Text set off in this manner indicates that failure to follow directions 
could result in damage to equipment or data. 
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Note: Text set off in this manner presents commentary, sidelights, or interesting points 
of information. 
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Getting Help 

If you still have a question after reading this guide, contact an HP authorized 
service provider or access our website: http://www.hp.com . 

HP Technical Support 

Telephone numbers for worldwide technical support are listed on the following 
HP website: http:/ / www.hp.com/ support/ . From this website, select the country 
of origin. 



Note: For continuous quality improvement, calls may be recorded or monitored. 



Be sure to have the following information available before calling: 

■ Technical support registration number (if applicable) 

■ Product serial numbers 

■ Product model names and numbers 

■ Applicable error messages 

■ Operating system type and revision level 

■ Detailed, specific questions 

HP Storage Website 

The HP website has the latest information on this product, as well as the latest 
drivers. Access storage at: http:/ / www.hp.com/ countty/ us/ eng/ prodserv/ 
storage.html . From this website, select the appropriate product or solution. 

HP Authorized Reseller 

For the name of your nearest HP authorized reseller: 

■ In the United States, call 1-800-345-1518 

■ In Canada, call 1-800-263-5868 

■ Elsewhere, see the HP website for locations and telephone numbers: 

http : // www, hp.com . 
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Getting Started 



The Command View XP Command Line Interface (CLI) is a text-based interface 
used to manage and retrieve information about XP disk arrays. 

Use the CLI if you prefer a text-based interface to the graphical user interface 
(GUI) or when it is more efficient to run scripts or batch files to manage your XP 
disk arrays. 

Input can be in the form of single line entries or pre-written batch files. Batch files 
allow complex commands to be executed quickly and with no input errors. It is an 
efficient method for automating configuration changes and reports. 

Outputs can be displayed on the screen or directed to files for later input into other 
applications for analysis. 

Once installed, the CLI is executed from the Command View management station 
or a supported host.The CLI install file is contained on the Command View 
CD-ROM. It is also available through the Command View GUI, under the 
Support tab. 

This book describes the CLI commands used to manage the XP disk array family, 
which includes the XP48, XP128, XP256, XP512, and XP1024. Many commands 
can be used with all XP disk array models, but some commands apply only to 
particular models. 

Each command is described using the following format: 

■ Command name and brief description 

■ Syntax needed to enable the command 

■ Arguments needed (if any) to further specify the command 

■ Example(s) to illustrate the command usage 
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Installing the CLI 

Requirements 

The CLI can run on the Command View management station or on a host. The 
requirements are: 

■ The same version of Command View must be installed on the Command View 
management station. 

■ Be sure that JRE 1.4.2 (Windows) or JRE/RTE 1.4.1.03 (HP-UX) is installed 
on the client platform (the system from which you run the CLI). Other 
operating systems or JRE versions are not supported. 

■ The host must have network connectivity to the Command View management 
station. 

Installation 

To download and install the Command View CLI client: 

1. Download the cvcli.tar file by navigating to the Command View Support tab. 
Click Support > Download Page > Command View Command Line 
Interface (CV CLI) Download Section > CV CLI Client. 

2. Un-tar the file cvcli.tar to any location you want. For a Windows host, use 
WinZip 7.0 or later. For a UNIX host, use the command tar xvf 
cvcli .tar. 

3. After you un-tar the file, the CLI components will be in 
<your_path>/cvcli. It doesn't matter where you un-tar the files, but all 
of the following files must be in the same directory: 

■ cli.jar. CLI Java classes. 

■ CVCLI.bat: CLI execution Windows batch file. 

■ cvcli: CLI execution UNIX script. 

■ CVCLI.properties: CLI properties file. 

■ CVCLI. txt: Installation instructions for the CLI client. 

4. To complete the installation, follow the instructions found in the CVCLI.txt 
file. 
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Running the CLI 
Modes of Execution 

There are two modes of CLI execution: interactive mode and batch mode. 
Interactive Mode 

Use interactive mode (the default mode) to enter one command at a time. In this 
mode, the CLI provides a command prompt. You enter commands one at a time 
until you end the session by typing exit. 

For Windows hosts: 

Go to <your_path>\cvcli and run cvcli.bathy entering cvcli. 

You will be taken to a login window and prompted for a user name and 
password. 

For UNIX hosts: 

Go to <your_path> / cvcli and run cvcli. 

You will be taken to a login window and prompted for a user name and 
password. For AIX and HP-UX 10.20 hosts, bypass the login window by 
entering cvcli -p <user> / <password>. 

Batch Mode 

Use batch mode to execute a batch file containing multiple CLI commands. This 
is useful for submitting a large number of commands. The session ends after the 
commands in the batch file have been executed. 

Commands in a batch file are not executed in the order they are listed in the file. 
Instead, similar commands are grouped together and executed together to increase 
speed and efficiency. For more information about batch mode, see Batch 
Processing on page 225. 

For Windows hosts: 

Go to <your_path>\cvcli and enter cvcli -f <filename> 

where <filename> is the name of an input file containing Command View 
CLI commands. 

You will be taken to a login window and prompted for a user name and 
password. 
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For UNIX hosts: 

Go to <your_path>/cvcli and enter cvcli -f <filename> 

where <filename> is the name of an input file containing Command View 
CLI commands. 

You will be taken to a login window and prompted for a user name and 
password. For AIX and HP-UX 10.20 hosts, bypass the login window by 
entering: 

cvcli -p <user> / <password> -f <filename> 



Logging In 



By default, when you run the CLI program, a login window like the one shown in 
Figure 1 is displayed. 



Enter User Name and Password 



Login required for: lip StorageWorl<s command viewxp 



User Name: 



Password: 



I 



OK 



Cancel 



Warning; Applet Window 



Figure 1 : Login window 



To log in, enter your user name and password and click OK. 

Log in using a valid Command View user name and password. The Command 
View defaults are administrator/administrator for modify privileges, and user/user 
for view-only privileges. 

To run the CLI from a telnet session using a command prompt window, use a 
command prompt window that supports the X Windows function, such as 
Reflection X, or use the command line login method that bypasses the login 
window. A command prompt window that does not support the X Windows 
function will not display the graphical login window. 
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Bypassing 



the Login Window 



You can include login information in the cvcli startup command by using the 
-p option, in which case the login window is not displayed. This is useful for 
processing commands from a batch file, as execution will not be halted by the 
login window. CLI program startup will fail if the login information is not correct. 

For interactive mode, enter: 

cvcli -p <user/ password> 

For batch mode, enter: 

cvcli -p <user/ password> -f <filename> 



The general syntax of CLI commands is: 

command [<module name>] [<arguinents>] 

command 

One of the commands in the CLI. 
<moc/u/e name> 

The object of the command, such as lun, lun_group, wwn, and so forth. 
<arguments> 

The variables for the command and module, such as <portname>, 
<scsi_id>, <lun_id>, <cu_id>, and <ldev_id>. 

Configuration elements are separated by commas (,). 

Example: This example creates a new LUN. 

create lun lA, OF, 1, 0, 1 

In this example, create is the command, lun is the module, and CLl-A, OF, 1, 
0, and 1 are the arguments. 

Commands and options are not case-sensitive or space-sensitive. Enter 
arguments in any order as long as all required pai^ameters are provided. Arguments 
between "[ ]" are optional and arguments with accept multiple values. 



Command 



Syntax 
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Command Options 

-f <filename> 

Get the commands from a batch file (used with the cvcli command when 
starting the CLI and with the execute command in an interactive session). 
Specify a path and filename. 

-p <user>l <password> 

Bypass the login screen (used only when starting the CLI). 
-o <filename> 

Send the results to a file instead of displaying them on the screen. Specify a path 
and filename. 

Output Options 

All CLI commands support the following output options: 
I more or /p 

List the output one page at a time. 

-CSV 

List the output as comma separated values. The default output format is space 
separated. 

-I 

Long listing (more detailed output), 
-col <columns...> 

List specified columns only. Only the items in the specified columns are 
displayed. 

-sa <columns> 

Sort the output on the specified column in ascending order, 
-sd <columns> 

Sort the output on the specified column in descending order. 
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CLI Output for Mainframe Volumes 



With the XP128/XP1024, mainframe volumes can be managed using the 
Command View GUI when the mainframe feature license keys are installed. The 
Command View CLI does not support the display or management of mainframe 
information. When mainframe feature Ucenses are installed, the output for the 
following commands listed will contain a message indicating that information for 
mainframe and intermediate volumes is not displayed. 

■ list port 

■ list Idev 

■ list lun 

■ list vsc 

■ list parity_group 

■ list luse 

■ list pg_status 

Example Output 

list lun 

Information about mainframe and intermediate volumes are not 
shown. To manage those volumes, please access the mainframe 
management applications using the CV-XP web GUI 



PortName 


HostGroupNickName 


LunID 


cu 


LDEV 


CLl-A 


GrpNickl 


0 


0 


00 


CLl-B 


GrpNickl 


1 


0 


02 


CLl-A 


GrpNick4 


1 


0 


OA 


CLl-E 


GrpNickl 


0 


0 


00 


CLl-a 


GrpNickl 


0 


0 


00 



Example Output with -I Option 

list Idev -1 

Information about mainframe and intermediate volumes are not 
shown. To manage those volumes, please access the mainframe 
management applications using the CV-XP web GUI 

CU LDEV Emulation ExpansionStatus Count Raid Paths Capacity 
Reserve DeviceType CmdDevSecurity 

0 0 0 OPEN-E EXPANDED_TOP 3 RAIDl 2 2 34 7 

Normal Lun OFF 
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-o Option to Send Output to a File 

The -o <filename> option stores the results of any command execution in a 
file instead of displaying the lines on the screen. 

You can use this option to save output for later analysis. The output format is 
comma delimited (also known as CSV). You can import files in this format into 
Microsoft Excel and other programs. 

When you use this option, the new file created will overwrite any existing file with 
the same path and name. 

Sets and Ranges in Commands 

In many commands, you can specify arguments such as <portname> as a single 
item, a set, or a range. 

Sets and ranges may be used for parity groups, LDEVs, LUN IDs, CU numbers, 
etc. Each command that accepts sets or ranges describes the specific format for 
entry. The general rules are described below. 

Sets 

Sets are lists of non-consecutive elements. Elements of sets are separated by a 
colon (:). For example, ports CLl-A, CLl-C, and CLl-E would be expressed as 
lA : IC : IE. Port names must be specified in truncated form (for example, lA and 
not CLl-A) because the hyphen (-) is reserved for specifying range values. 

Sets may be used in several XP128/XP1024 commands. 

Ranges 

A range specifies consecutive elements. Ranges are indicated by dashes. For 
example, the range of ports from CLl-A to CLl-E is expressed as lA-lE. 

For XP128/XP1024 commands, port names must be specified in truncated form 
(for example, lA and not CLl-A) because the hyphen (-) is used to specify the 
range. 
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Typical Preliminary Commands 

Once you are logged in, you will need to execute some preliminary commands to 
discover, add, and connect to the disk arrays you want to manage. You will need 
to: 

■ See which disk arrays are available to manage (list de vi ce command). 

■ Add disk arrays to the list of disk arrays that Command View manages (add 
device or create device command). 

■ Connect to a disk array before issuing disk array management commands 
(connect command). 

■ Retrieve cun^ent information by issuing the update command. 

■ Enter add, create, list, modify, or delete commands as needed. 

■ Disconnect from a disk array (disconnect command) . 

■ End the CLI session (exit command). 

Users with modify privileges can perform changes to disk array configurations. 
Users with view privileges can perform only view-only CLI operations. 

Only the user "administrator" can change Command View administrative settings, 
such as adding new disk arrays. The administrator is also a modify user for disk 
array management operations. 

When users with modify privileges issue the connect command. Command 
View tries to acquire exclusive access to the disk array (lock the disk array). 
Locking prevents other users from making any configuration changes to the disk 
array. If the lock can't be obtained, the connect command will fail. Users with 
view permission can connect to a disk array at any time, regardless of the lock 
state. 

Discovering Disk Arrays 

Once you are logged in, use the list devi ce command to determine which 
disk arrays are available to be managed: 

list device 

Adding Disk Arrays to be Managed 

To add disk arrays from the CLI, you can use the create device command 
for the XP128/XP1024 or the add devi ce command for the 
XP48/XP256/XP512. 



Command View XP Command Line Interface (CLI) Reference Guide 



23 



Getting Started 



create device <ipaddress . . .> 

[ , <array_serial_number . . .>] [-manage | -unmanage] 

add device <array_serial_number> , <ip_address> , 
<location> , <contact_info>, manage | unmanage 
[-ftp I -noftp] 

The IP address is the pubUc IP address of the disk array, except for the XP256, 
which uses the IP address of the Remote Control remote console. 

You can also go to the Device Administration screen in Command View to add a 
disk array. 

Connecting to a Disk Array 

To select a disk array to manage, execute the connect command. You can 
manage any disk array listed by the list device command. 

connect <array_serial_number> 

<array_serial_number> is the disk array's serial number. If a connection 
can't be made, an error message is displayed. 

Updating Disk Array Configuration Information 

In some cases, following a successful connect command. Command View may 
need to update its configuration data for the disk array by obtaining it from the 
disk array. This is also known as data retrieval. 

The update command copies information from the disk array to a database on 
the Command View management station. The update process will also occur 
following execution of commands that change the disk array configuration. 

You cannot issue configuration modification commands while an update is in 
progress. The CLI will reject commands and report update data 
retrieval in progress. You can use list commands to see the previous 
configuration data, but bear in mind that information may change once the data 
retrieval process completes. 

You can issue administrative commands during the data retrieval process. This 
includes the list array_status command to display the status of the disk 
array. The command can be used to determine when the data retrieval has 
completed. 

list array_status 
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Disconnecting from a Disk Array 

When you are finished managing a disk array, issue the disconnect command: 
disconnect 

Ending a CLI Session 

To end the CLI session and terminate the CLI program, use the exit command, 
exit 
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Differences Between the Disk Array Family Commands 
Ranges 

Range arguments for the XP48/XP256/XP512 require square brackets around the 
values (for example, [CLO-A-CLO-D]). Range arguments for the XP128/XP1024 
should be specified without square brackets (for example, OA-OD). 

Multiple Values 

For the XP48/XP256/XP512, when specifying multiple values, both ranges (for 
example, [CLl-A-CLl-D]) and sets of values (for example, OA,OB) are supported. 
Individual values are separated by "," and a range by square brackets and 

For the XP128/XP1024, multiple values can be specified as a range (for example, 
lA-lD) or a set of values (for example, OA:OD). Individual values are separated 
by ":" and a range by 

Port Names 

For the XP48/XP256/XP512, ports are specified as CLl-A or CL2-A, etc. (for 
example, the range [CLl-A-CLl-D]). 

For the XP128/XP1024, you specify ports as lA, 2A, etc. (for example, lA-lD). 

Add and Create Commands 

For the XP48/XP256/XP512, both add and create commands are supported. 
For the XP128/XP1024, all add commands are replaced by create commands. 
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CLI Commands for Common 
Administrative Tasks 

This chapter contains the CLI commands for session, device, SNMP IP security, 
and license key administration. This chapter also contains general CLI commands, 
such as execute and update. 

Most of the commands described in this chapter are supported for all XP disk 
arrays. However, some commands are customized for a particular XP disk array. 
In a few cases, there are commands available for the XP128/XP1024 that are not 
available for the XP48/XP256/XP512, and vice versa. Each command description 
clearly specifies when a command is not supported for a certain XP disk array. 
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SESSION ADMINISTRATION Commands 

Use the session administration commands to connect and disconnect sessions, and 
to display information about a session. 

This section describes the following commands: 

■ connect (page 29) 

■ disconnect (page 30) 

■ kill session (page 31) 

■ list session (page 32) 



28 



Command View XP Command Line Interface (CLI) Reference Guide 



connect 

This command establishes a session to manage a specified disk array. This has to 
be done before doing any disk array-related operations. 

If the CLI is started with the -f option and the connect command is in the 
batch file, this command will keep trying to connect until it establishes a session 
or until it times out, whichever is earlier. If you execute this command from the 
CLI prompt, you can see immediately if the connection is successful. 

You can access only one disk array at a time through a CLI session. If want to 
access another disk array, you must first disconnect from the current disk array 
and connect to the next one. 

Syntax 

connect [-r] <array_serlal_number> 

Arguments 

[-r] 

Connects the user in read-only mode if the user has modify privilege. 
<array_serial_number> 

The serial number of the disk array to which you want to connect. 

Example 

connect 30433 
connect -r 30433 
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disconnect 



This command disconnects you from the disk array to which you are currently 
connected. 



Syntax 

disconnect 

Example 

disconnect 
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kill session 

Use this command to terminate the specified client session. 

Syntax 

kill session <sessionId> 

Arguments 

<sessionId> 

The ID of the client session to be terminated. <sessionId> can be only one 
value. 

Example 

kill session cb589ggmgY 
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list session 

Use this command to list the cUent sessions for the specified disk array. 

Syntax 

list session <array_serial_number> 

Arguments 

<array_serial_number> 

The serial number of the disk array whose sessions you want to list. 

Example 

list session 30433 
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GENERAL Commands 

This section describes the following commands: 

■ execute (page 34) 

■ exit (page 35) 

■ help or ? (page 36) 

■ update (page 37) 
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execute 



This command executes commands from a batch file when you are in an 
interactive session (that is, the CLI was started without the -f <filename> 
option). You are then returned to the CLI prompt. 

The file can contain any CLI command except execute or help. Each line in 
the file must contain only one command. 



Syntax 

execute <filename> 



Arguments 



Example 



<filename> 

The file containing the commands to be executed. It can be specified with an 
absolute or relative path. If you specify a relative path, then the search for the 
file will be relative to the dir ectory where the CLI was started. Only one file 
can be specified. 



execute d : \hpss\CommandView\3004 4Cmd . txt 
execute 30044Cmd.txt 
execute ..\3004 4Cmd.txt 
execute .\30044Cmd.txt 
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exit 

This command exits you from an interactive CLI session. 

Syntax 

exit 
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help or ? 



Either of these commands displays the syntax and description of the commands 
and their modules. 



Syntax 

help [<conimand>] [<module_naine>] 
or 

? [<cominand>] [<module_name>] 



Arguments 

[<cominand>] 

<command> is optional. If this option is not specified, the syntax of the help 
command is displayed.The command types are list, create, modify and 
delete. If only the command type is specified, the usage of all the modules 
under the specified command will be displayed. For example, help list 
will display the usage for all the list commands. Only one command can be 
specified. 

[<inodule_naine> ] 

<modul e_name> is optional. If the module name is given, the full syntax of 
the command and its arguments are displayed. Otherwise the general syntax 
of the command is displayed. 

Example 

help 

help list 
help list Idev 
? 

? list 

? list Idev 
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update 

The update command forces a new data retrieval cycle and is usually required 
when the server encounters network errors or the existing data with the server is 
not the most current. Use this command only after connecting to an array. 

Syntax 

update 
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DEVICE ADMINISTRATION Commands 

Use the device administration commands to create, manage, and delete the disk 
arrays; manage SNMP IP security; and list status and detailed information. 

This section describes the following commands: 

■ add device (page 39) 

■ add ipaddress (page 40) 

■ create device (page 41) 

■ create ipaddress (page 42) 

■ delete device (page 43) 

■ delete ipaddress (page 44) 

■ get_refresh_status (page 45) 

■ list array _config (page 46) 

■ list array _status (page 49) 

■ list device (page 52) 

■ list device_history (page 53) 

■ list ipaddress (page 54) 

■ manage (page 55) 

■ modify device (page 56) 

■ unmanage (page 58) 
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add device 

This command adds a disk array for Conmiand View to manage. 

This command is generally used for the XP48/XP256/XP512, but it is also 
supported for the XP128/XP1024. Also refer to the create device command 
on page 41. 

Syntax 

add device <array_serial_number> , <ip_address> , 
<location> , <contact_info>, manage | unmanage 
[-ftp I -noftp] 

Arguments 

<array_serial_number> 

The serial number of the disk array. 

<ip_address> 

For the XP48/XP512, use the public IP address of the disk array. For the 
XP256, use the public IP address for the remote console PC. 

<location> 

A description of the disk array's location. 
<contact_info> 

The person to contact when there are problems with the disk array, 
manage | unmanage 

Specifies whether to add the disk array in managed or unmanaged mode. 

[-ftp I -noftp] 

Specifies the data retrieval method. By default, FTP is enabled for the 
XP48/XP512. 

This option is not supported for the XP256 or the XP128/XP1024. 

Example 

add device 30433, 15.76.97.185, ISOB, ISO, manage 
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add ipaddress 

This command adds an SNMP manager's IP address to the Ust in the disk array. 
Use this command after connecting to a disk array. 

This command is not supported for the XP256 or XP128/XP1024. Refer to the 
create ipaddress command on page 42. 

Syntax 

add ipaddress <ipaddress . . .> 

Arguments 

<ipaddress> 

The IP address of the SNMP manager to be added. There must be at least one 
IP address specified. 

Example 

add ipaddress 15.76.96.152,15.32.72.60 
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create device 

This command adds disk array entries to the Command View device database. 
You need to create a disk array entry before you can manage a disk array. 

This command is generally used for the XP128/XP1024, but it is also supported 
for the XP48/XP256/XP512. Also refer to the add device command on 
page 39. 

Syntax 

create device <ipaddress> [ , <array_serial_number>] 
[-manage | -unmanage] 

Arguments 

<ipaddress> 

The IP address of the machine where the disk array's SNMP agent is running. 
<ipaddress> can only be one value. Multiple values are not supported. 

[<array_serial_nuinber> ] 

The serial number of the disk array to be added to the Command View server. 
<array_serial_number> can only be one value. Multiple values are not 
supported. 

[-manage | -unmanage] 

Specifies whether to add the disk array in managed or unmanaged mode. 

Example 

This adds the device at the specified IP address to Command View: 

create device 15.76.97.185 

This adds disk array 30433, which should be specified with the IP address, to 
Command View: 

create device 15.76.97.185,30433 

This adds a disk array in managed mode: 

create device 15.76.97.185 -manage 
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create ipaddress 



This command registers SNMP Manager IP addresses in the disk array. Use this 
command after connecting to a disk array. 

This command is not supported for the XP48/XP256/XP512. Refer to the add 
ipaddress command on page 40. 



Syntax 
Arguments 



Example 



create ipaddress <ipaddress . . .> 



<ipaddress . . .> 



The IP address of the SNMP manager to be added. <ipaddress> can be 
one IP address or a set of IP addresses. 



create ipaddress 15.32.72.60 

create ipaddress 15.32.72.60:15.32.72.61:15.32.72.62 
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delete device 

This command removes a disk array from the list of disk arrays managed by 
Command View. 

You cannot manage a disk aiTay once it has been deleted. The disk array must be 
in the unmanaged state for the delete operation to succeed. Use the unmanage 
command to put the disk array in the unmanaged state first. 

Syntax 

delete device <array_serial_number> 

Arguments 

<array_serial_number> 

The serial number of the disk array to be removed. 

Example 

delete device 30433 
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delete ipaddress 



Syntax 
Arguments 



Example 



This command unregisters SNMP Manager IP addresses from the disk array. The 
IP address of the Command View management station cannot be deleted unless all 
the other registered SNMP Manager IP addresses are deleted. Use this command 
after connecting to a disk array. 

This command is not supported for the XP256. 



delete ipaddress <ipaddress . . .> 



<ipaddress . . .> 

The IP address of the SNMP manager to be deleted. <ipaddress> can be 
one IP address or a set of IP addresses. There must be at least one IP address 
specified. 



delete ipaddress 15.32.72.60 

delete ipaddress 15.32.72.60:15.32.72.61:15.32.72.62 
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get_refresh_status 



This command shows the lock and refresh status of the disk array. 

This command will not work while connected to an XP128/XP1024. Instead, use 
the list array_status command (see page 49). 



Syntax 
Arguments 

Example 



get_ref resh_status <array_serial_number> 



<array_serial_number> 
The disk array serial number. 



get_ref resh_status 10049 

LOCK_STATUS: CV unlocked the array 1 004 9 . REFRESH_STATUS : CV 
server has latest data. 
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list array_config 

This command displays disk array configuration details as displayed on the Status 
screen of Command View. Some of the configuration details include the firmware 
version, allocated space, unallocated space, free space, total space, LDEVs per 
CU, and LDEVs per ACP. This command does not support the -sa, -sd, or 
-col options. 

For the XP128/XP1024, view the port and CHA configurations by using the list 
port and list cha commands. 

Syntax 

XP48/XP256/XP5 12 syntax: 

list array_config 

XP128/XP 1024 syntax: 

list array_config [-firmware] [-allocatedspace] 
[-freespace] [-totalspace] [ -Idevspercu ] 
[-Idevsperacp] 

Arguments 

The following arguments are not supported for the XP48/XP256/XP512. 
[-firmware] 

Displays the firmware version of the disk array, 
[-allocatedspace] 

Displays the allocated space in the disk array, 
[-freespace] 

Displays the free space in the disk array, 
[-totalspace] 

Displays the total capacity of the disk array. 
[-Idevspercu] 

Displays the number of LDEVs per CPU. 
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[-Idevsperacp] 

Displays the number of LDEVs per ACP pair. 



Example 



The following is an example output of the list array_conf ig command. 

Firmware revision, 52-46-11 
Array configuration and status 
Allocated space, 290 Gbytes 

Unallocated space, 190 Gbytes 

Free space, 268 Gbytes 

Total Capacity, 558 Gbytes 

Number of LDEVs per CU 
CU 0, 215 
CU 1, 0 
CU 2, 0 
CU 3, 0 

Number of LDEVs per ACP pair 
ACP Pair 1, 115 
ACP Pair 2, 100 
ACP Pair 3, 0 
ACP Pair 4, 0 

[-firmware] 

Firmware revision, 52-45-11 

[-allocatedspace] 

Allocated space, 290 Gbytes 

[-freespace] 

Free space, 268 Gbytes 

[-totalspace] 

Total Capacity, 558 Gbytes 
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[-Idevspercu] 

Number of LDEVs per CU 
CU 0, 215 
CU 1, 0 
CU 2, 0 
CU 3, 0 

[-Idevsperacp] 

Number of LDEVs per ACP pair 
ACP Pair 1, 115 
ACP Pair 2, 100 
ACP Pair 3, 0 
ACP Pair 4, 0 
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list array_status 

This command displays the lock, refresh, and get state and status of all managed 
disk arrays or a specific XP128/XP1024 disk array. 

The lock states include: 

■ LOCKED: Command View has locked the disk array. 

■ UNLOCKED: The disk array is not locked by the Command View. 

■ ATTEMPTING: Command View is attempting to lock the disk array. 

■ ERROR: Error while attempting to lock the disk array. 
The refresh states include: 

■ REFRESHING: The disk array is refreshing for the first time and is 
transferring the latest configuration data. 

■ REFRESHED: The disk array is in the refreshed state. 

■ ERROR: Error while trying to refresh. 

■ IDLE: The disk array is not on a refresh cycle. 

■ SET OPERATION IN PROGRESS : Some set operations are in progress and 
the user will not able to complete any other set operations during this time. 

The get states include: 

■ COMPLETE: Command View is done retrieving data. 

■ FIRST: The Command View server is retrieving data from the disk array. 
There is no cached data available for the disk array. 

■ CACHED_DATA: Data is available in Command View, but it is from the local 
cache. 

■ OLD_DATA: Data from the disk array is not the latest. 

■ ERROR: The server has found an error condition while retrieving data. 

■ ERROR_NO_DATA: The server has found an error condition while retrieving 
data, and there is no data available in the local cache. 

Syntax 

XP48/XP256/XP5 12 syntax: 

list array_status 
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XP128/XP 1024 syntax: 

list array_status <array_serial_number...> [-lock] 
[-refresh] [-get] 

Arguments 

The following arguments are not supported for the XP48/XP256/XP512. 

<array_serial_number> 

The serial number of the disk array whose status is to be displayed. Can be 
one value or a set of values (for example, 30433 or 30433:35721). 

[-lock] 

Used to display the lock state only. 

[-refresh] 

Used to display the refresh state only. 

[-get] 

Used to display the get state only. 
XP48/XP256/XP5T2 example: 

Serial! , LockStatus , Look State, Refresh Status, Refresh 
State, Get Status , Get State 

30055, OK, UNLOCKED, OK, REFRESHED , OK, OLD_DATA 

XP128/XP1 024 example: 

Serial! Lock_State Look_Status Ref resh_State Ref resh_Status 
Get_State Get_Status 

10033 UNLOCKED OK IDLE OK 

COMPLETE OK 

20074 LOCKED OK IDLE OK 

OLD_DATA OK 

[-lock] 

Serial! Lock_State 
30433 UNLOCKED 
35721 LOCKED 



Example 
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[-refresh] 



Serial# 
30433 
35721 

[-get] 

Serial! 

10033 

20074 



Ref resh_State 
REFRESHED 
ERROR 

Get_State 

COMPLETE 

OLD_DATA 
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list device 



This command lists the disk arrays managed by Command View along with their 
attribute types and contact information. A disk array can be managed only if the 
disk array has been added to Command View's database. 

Syntax 

list device 

Example 

The output displays the details of the disk arrays that are managed by Command 
View. 

Serial!, IPAddress, Type, Contact, Location, Manage, Ftp, Protocol 
20036, 15. 76. 117. 261, XP 128, ISO, ISO, manage, noftp, rmi 
30055, 15. 32. 76. 135, XP 512, R5L, SNM, manage , noftp, snmp 
30433, 15. 76. 116. 101, XP 512, ss, ss, manage, noftp, snmp 
35721, 15. 76. 116. 183, XP 256, ss, dev, manage, noftp, snmp 
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list device_history 



Syntax 



Arguments 



Example 



This command displays the device history of the specified disk array. 



Before connecting to the disk array: 

list device_history <array_serial_number> 

CV_CLI>list device_history 20036 
After connecting to the disk array: 

list device_history 

CV_CLI 20036 (R/W) >list devioe_history 

<array_serial_number> 

The serial number of the disk array whose device history you want to display. 



CV_CLI 20036 (R/W)>list device_history Sending Request 

to CV server... 20036: The server has 

latest data 

TimeStamp: Thu 27 14:42:48 PST 2002 Message 
: Device: 20035 loaded from database 

TimeStamp: Thu 27 14:43:41 PST 2002 Message 
: Get State reached GET_STATE_COMPLETE 

TimeStamp: Thu 27 14:44:00 PST 2002 Message 
: Lock State reached LOCK_STATE_ATTEMPTING 

TimeStamp: Thu 27 14:44:00 PST 2002 Message 
: Another manager at NT16135 has locked the array 

TimeStamp: Thu 27 14:45:00 PST 2002 Message 
: Lock State reached LOCK_STATE_LOCKED 

TimeStamp: Thu 27 14:42:00 PST 2002 Message 
: Get State reached GET_STATE_OLD_DATA 

TimeStamp: Thu 27 14:45:06 PST 2002 Message 
: Get State reached GET_STATE_COMPLETE 



Command View XP Command Line Interface (CLI) Reference Guide 



53 



CLI Commands for Common Administrative Tasks 



list ipaddress 

This command lists the IP addresses of the SNMP Managers registered with the 
connected disk array. The host IP address is displayed with the caption "CV IP 
Address." 

This command is not supported for the XP256. 

Syntax 

list ipaddress 

Example 

SNMP Manager IP Addresses 
15 . 32 . 72 . 62 

15.76.97.136 (CV IP Address) 
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manage 



Use this command to enable Command View to manage a disk array. A disk array 
can be managed through Command View only if it has been first been added to the 
Command View database. Use this command before connecting to a disk array. 

Syntax 

manage <array_serial_number> 

Arguments 

<array_serlal_number> 

The serial number of the disk array to be managed. 



Example 

manage 30433 
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modify device 



This command modifies the disk array's contact and location details. More than 
one disk anay's details can be modified in one operation. 

Syntax 

XP48/XP256/XP5 12 syntax: 

modify device <array_serial_nuinber> , <lp_address> , 
<location> , <contact_info> 

XP128/XP 1024 syntax: 

modify device <array_serial_nuinber> 
[-location <location>] [-contact <contact>] 

Arguments 

<array_serial_number> 

The serial number of the disk array. <array_serial_number> can only 
be one value. Multiple values are not supported. 

<ip_address> 

This argument is necessary for the XP48/XP256/XP512 only. For the 
XP48/XP512, use the public IP address of the disk array. For the XP256, use 
the public IP address for the remote console PC. 

<location> or [-location <location>] 

The disk array's location. <location> can only be one value. Multiple 
values are not supported. 

For the XP128/XP1024, the location, contact, or both can be specified, but at 
least one of the options must be specified. 

<contact_info> or [-contact <contact>] 

The disk array's contact details, such as the person to contact when there are 
problems with the disk array. <contact> can only be one value. Multiple 
values are not supported. 

For the XP128/XP1024, the location, contact, or both can be specified, but at 
least one of the options must be specified. 
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Example 

XP48/XP256/XP51 2 example: 

modify device 30433, 15.76.97.185, ISOB, ISO 

XP128/XP1 024 example: 

modify device 30433 -contact ISOB -location ISO 
modify device 30433 -contact ISOB 
modify device 30433 -location ISO 
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unmanage 



Use this command to disable management of a disk array by Command View. A 
device can be unmanaged only if it is currently managed. Use this command 
before connecting to a disk array. 

Syntax 

unmanage <array_serial_number> 

Arguments 

<array_serlal_number> 

The serial number of the disk array to be unmanaged. 

Example 

unmanage 30433 
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USER ADMINISTRATION Commands 

Use the user administration commands to manage user accounts, change user 
passwords, and modify user account attributes. 

This section describes the following commands: 

■ create user (page 60) 

■ delete user (page 61) 

■ list users (page 62) 

■ modify attributes (page 63) 

■ modify password (page 64) 



Command View XP Command Line Interface (CLI) Reference Guide 



59 



CLI Commands for Common Administrative Tasks 



create user 



Use this command to create a new user account. Only administrators can create 
user accounts. This command is not supported after connecting to a disk array, 
within a batch file, or with the - f option. In addition, ranges are not supported. 

When you create a user account, the user name must have at least six characters, 
and cannot have more than 16 characters. Passwords must have at least six 
characters, and cannot have more than ten characters. Also, the user name or 
password cannot contain any special characters, colons, semicolons, or spaces. 



Syntax 
Arguments 



Example 



create user <username> , <password> , <confirm_password> 



<username> 

The name of the user. 
<password> 

The user's password. 
<confi rm_pa s s word> 

The user's password again for verification purposes. 



create user natasha, 123abc, 123abc 
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delete user 

Use this command to delete a user account. Only administrators can delete user 
accounts. This command is not supported after connecting to a disk aiTay, within a 
batch file, or with the - f option. In addition, ranges are not supported. 

Syntax 

delete user <username> 

Arguments 

<usernanie> 

The name of the user whose account is to be deleted. 

Example 

delete user natasha 
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list 



users 



Syntax 
Arguments 



Example 



Use this command to list all the users and their account attributes. This command 
is not supported after connecting to a disk array, within a batch file, or with the - f 
option. In addition, ranges are not supported. 



list users [-username <username . 



. > 



-a] 



[-username <username . . .>] 
Used to display specific users. 

[-a] 

Displays the view/modify attributes for Command View product features. 

list users without any options displays all the users. 

list users 

UserName 

administrator 

user 

vinitha 

natasha 

list users with the -username option displays those specific users if their 
account exists. 

list users -username natasha, greg 

UserName 
natasha 

list users with the -a option displays the following: 

UserName Autolun BC CA CacheLUN DBE Lunm UserAdmin Mainframe 

administrator Modify Modify Modify Modify Modify Modify Modify 
Modify 

user View View View View View View View View 

vinitha Modify View View Modify View Modify View View 

natasha View Modify Modify View Modify View View Modify 
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modify attributes 



Use this command to set user account attributes. An attribute is a Command View 
product feature, such as Auto LUN or BC. Only administrators can modify 
attributes. This command is not supported after connecting to a disk array, within 
a batch file, or with the - f option. In addition, ranges are not supported. 

Syntax 

modify attributes <username> 
-attribute_name <view/modif y> . . . 

Arguments 

<username> 

The name of the user whose attributes are to be changed. 

-attribute_name <view/modify> . . . 

-attribute_name can be any of the following product features: 
AutoLUN, BC, CA, CacheLUN, DBE, Lunm, or MainFrame. Set the 
attributes to either view or modify. 

Example 

modify attributes natasha -AutoLUN view 

modify attributes natasha -AutoLUN view -Lunm modify 
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modify password 



Use this command to change a user's password. This command is not supported 
after connecting to a disk array, within a batch file, or with the - f option. In 
addition, ranges are not supported. 

Users can change their own passwords. Only administrators can modify other 
users' passwords. In addition, administrators are not required to enter the old 
password when changing the password. 

Passwords must have at least six characters, and cannot have more than ten 
characters. Also, the password cannot contain any special characters, colons, 
semicolons, or spaces. 



Syntax 



Arguments 



Administrator syntax: 

modify password <username> , <new_password> , 
<confi rm_pa s s word> 

Adminstrator syntax to modify the administrator's password: 

modify password <username> , <old_password> , 
<new_password> , <confirm_password> 

User syntax: 

modify password <username> , <old_password> , 
<new_password> , <conflrm_password> 



<username> 

The name of the user. 

<old_password> 

The user's old password. This is required for users to change their own 
password, but not necessary for administrators. 

<new_password> 

The user's new password. The new password cannot be the same as the old 
password. 
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<confirm_password> 

The user's new password again for verification purposes. 

Example 

Administrator example: 

modify password natasha, 456xyz, 456xyz 

User example: 

modify password natasha, 123abc, 456xyz, 455xyz 
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LICENSE KEY ADMINISTRATION Commands 

Use the license key administration commands to display information about the 
license keys installed on an XP disk array. For the XP128/XP1024, additional 
commands are available to install and uninstall license keys on the disk array. 

This section describes the following commands: 

■ install license_key (page 67) 

■ list licensekey_info (page 68) 

■ uninstall Ucense_key (page 70) 
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install license_key 

Use this command to install license keys for optional software. You can install 
more than one license key in one operation. 

This command is not supported for the XP48/XP256/XP512. 

HP Continuous Access XP must be installed before HP Continuous Access XP 
Extension is installed. The two items should be specified as separate commands. 

Example: 

install license_keY HP_CONTINUOUS_ACCESS_XP , 
NJGTL6XX8HFSAIMN00GJ 

install lioense_key HP_CONTINUOUS_ACCESS_EXTENSION, 
NJGTL6XX8HFSAIMN00GG 



Syntax 

install license_key <productname . . .> , <keycode...> 



Arguments 

<productname . . .> 

The name of the application to be installed. <productname> can be one 
application or a set of applications (for example, 
HP_CACHE_LUN:HP_AUTOLUN_XP). The number of applications 
specified must be equal to the number of key codes specified. 

<keycode . . . > 

The license key for the specified application. <keycode> can be one key or 
a set of keys. The number of key codes specified must be equal to the number 
of applications specified. 



Example 

install lioense_key HP_CACHE_LUN, NJGTL6XX8HFSAIMN00GJ 

install lioense_key HP_CACHE_LUN : HP_AUTOLUN_XP , 
NJGTL6XX8HFSAIMN00GJ:BJGDXX24DFR4G6H0XGFT 
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list licensekey_info 



This command lists information about the Ucense keys installed on the disk array. 
This command is not supported for the XP256. 

list licensekey_inf o has the following information associated with it: 

■ FunctionalityOption. Displays the list of software and options for which 
licenses are installed or can be installed. 

■ Status. The installation status of the various software modules. The possible 
values are "Installed" and "Not Installed." 

■ Key Kind. The type of the key installed for the software. The keys installed 
can be Temporary, Emergency, or Permanent. If a key is not installed for an 
application, the value displayed will be "— ". 

■ DaysLeft. The number of days left before the license key expires. This value 
is valid only for Temporary and Emergency keys. For software installed with 
Permanent Key, the value displayed will be "— ". 

■ Capacity(TB). Displays the capacity of the license in terabytes (TB). This is 
valid only for Permanent keys. If the license is for 65535 TB or for full 
capacity, the value displayed will be "See License Certificate." 

Syntax 

list licensekey_inf o [ -pro duct name <productnaine>] 

Arguments 

[-productname <productnanie>] 

Displays the license key details for only the products specified. 
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Example 



FunctionalityOption Status 

HP_CONTINUOUS_ACCESS_XP Installed 

HP_CONTINUOUS_ACCESS_XP_EXTENSION Installed 

HP_BUSINESS_COPY_XP Installed 

HP_CACHE_LUN Installed 

HP_AUTOLUN_XP Installed 

HP_APPLICATION_POLICY_MANAGER Installed 
HP_LUN_CONF I G_AND_SECMGR_XP_VOLUME_MGR Installed 

HP_LUN_CONF I G_AND_SECMGR_XP_LUN_MGR Installed 

-I Option 

list licensekey_inf o -1 displays expanded information about the 
license keys. This option is not supported for the XP48/XP5 12. 

FunctionalityOption Status 
KeyKind DaysLeft Capacity (TB) 

HP_CONTINUOUS_ACCESS_XP Installed 
Permanent — See License Certificate 

HP_CONTINUOUS_ACCESS_XP_EXTENSION Installed 
Permanent — See License Certificate 

HP_BUSINESS_COPY_XP Installed 
Permanent 24 See License Certificate 

HP_CACHE_LUN Installed 
Permanent — See License Certificate 

HP_AUTOLUN_XP Installed 
Permanent — See License Certificate 

HP_APPLICATION_POLICY_MANAGER Installed 
Permanent — See License Certificate 

HP_LUN_CONFIG_AND_SECMGR_XP_VOLUME_MGR Installed 
Permanent — See License Certificate 

HP_LUN_CONFIG_AND_SECMGR_XP_LUN_MGR Not Installed 
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uninstall license_key 

Use this command to uninstall license keys for applications. More than one 
license can be uninstalled in one operation. 

This command is not supported for the XP48/XP256/XP512. 

HP Continuous Access Extension must be uninstalled before HP Continuous 
Access is uninstalled. The two names should be specified as separate commands. 

Example: 

uninstall license_keY HP_CONTINUOUS_ACCESS_EXTENSION 
uninstall license_key HP_CONTINUOUS_ACCESS_XP 

Syntax 

uninstall license_key <productname . . .> 

Arguments 

<productname . . .> 

The name of the application to be uninstalled. <productname> can be one 
application or a set of applications. 

Example 

uninstall license_keY HP_CACHE_LUN 
uninstall license_keY 

HP_CACHE_LUN : HP_AUTOLUN_XP : HP_BUS INESS_COPY_XP 
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CLI Commands for the 
XP128/XP1024 




This chapter contains CLI commands for LUN and volume management 
specifically for the XP128/XP1024. This chapter also contains additional CLI 
commands to list information about DKC and DKU components, and SMNP 
traps. 



Command View XP Command Line Interface (CLI) Reference Guide 



71 



CLI Commands for the XP128/XP1024 



LUN MANAGEMENT Commands 

This section describes the following commands: 

■ create host_group (page 73) 

■ create lun (page 75) 

■ create wwn (page 78) 

■ delete host_group (page 80) 

■ delete lun (page 81) 

■ delete wwn (page 83) 

■ list lun (page 84) 

■ Ust port (page 87) 

■ list wwn (page 92) 

■ modify cmd_device (page 95) 

■ modify fibre_address (page 97) 

■ modify fibre_topology (page 98) 

■ modify host_group (page 99) 

■ modify host_mode (page 100) 

■ modify lun_security (page 102) 

■ modify wwn (page 103) 
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create host_group 



This command creates host groups. Each port can have up to 128 host groups. 
This command permits creating multiple host groups for multiple ports in one 
operation. Each host group is specified by its nickname. 

Syntax 

create host_group <portname . . .> , <hostgrpnickname . . .> 

Arguments 

<portname . . . > 

The port in which the host group is to be created. <portname> can be 
specified as one port, a set of ports, or a range of ports (for example, lA or 
1A:1C:1D or lA-lE). Port names must be specified in truncated form (for 
example, lA and not CLl-A) because the hyphen (-) is used to specify a 
range. 

<hostgrpnickname . . .> 

The host group to be created. <hostgrpnickname> can be specified as 
one group nickname or a set of group nicknames (for example, nickl or 
nickl:nick3). If more than one port is specified, then the specified host groups 
are added to all the ports. 

Rules for Creating Host Groups 

■ You must enable LUN security before using this command (see modify 
lun_security on page 102). 

■ Each port can have a maximum of 128 host groups. 

■ The host group nickname must be unique for the port. 

■ The host group nickname and WWN nickname should not be the same for the 
port. 

■ The host group nickname is mandatory for a host group. 

■ The host group nickname has a maximum of 8 characters. 

■ Special characters (such as "¥/:,;*?"<> I ") are not allowed in the 
nickname. 
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Example 

create host_group lA-lD : IF, nickl : nick2 
create host_group IF, nickl : nick2 
create host_group lA-lD : IF, nickl 
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create lun 



This command adds paths in the disk array and allows for the addition of multiple 
paths in the disk aiTay in one operation using range operators. Each host group on 
an XP128/XP1024 can have a maximum of 256 paths, while each port can have a 
maximum of 512 paths. 

Syntax 

create lun <portname . . .> , <hostgrpnickname . . . > , 
<lunid. . .>, <cu. . .>, <ldev. . .> 



Arguments 



<portname . . . > 

The port from which the path has to be created. <portname> can be 
specified as one port, a set of ports, or a range of ports (for example, lA or 
1A:1C:1D or lA-lE). Port names must be specified in truncated form (for 
example, lA and not CLl-A) because the hyphen (-) is used to specify a 
range. 

<hostgrpnickname . . .> 

The host group from which the path has to be created. 
<hostgrpnickname> can be specified as one group nickname or a set of 
group nicknames (for example, nickl or nickl:nick3). 

<lunid. . . > 

The LUN ID to assign to the path being created. <lunid> can be specified 
as one value, a set of values, or a range of values (for example, 1 or 1:3:7 or 
1-F). LUN IDs must be given in hexadecimal. Each host group can have a 
maximum of 256 LUN IDs. 

<cu. . .> 

The CUs to which paths have to be created. <cu> can be one value, a set of 
values, or a range of values (for example, 0 or 0:2:3 or 0-4). CUs must be 
given in hexadecimal. 

<ldev. . . > 

This specifies the LDEVs to which paths have to be created. <ldev> can be 
one value, a set of values, or a range of values (for example, A or 0:A:1A or 
0-F). LDEVs must be given in hexadecimal and are not case-sensitive. 
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The product of the number of values specified in <hostgrpnickname> 
and <lunid> should be equal to the product of the number of values 
specified in <cu> and <ldev>. 



Rules for Creating Paths 

■ The port type must be fibre channel. 

■ When you want to add an LU path to a host group (other than the default host 
group), the port security switch must be set to ON. 

■ The emulation type of the LDEV must be an open system emulation. 
OPEN-3, OPEN-8, OPEN-9, OPEN-E, and OPEN-L are supported for the 
CLI. At this time, OPEN-V is not fully supported by the CLI, but is supported 
by the Command View GUI. The CLI will display OPEN-V volumes, but will 
not create OPEN-V volumes. 

■ A host group can have only one LU path definition for the LDEV. 

■ When the LDEV is a LUSE volume, you must specify its top LDEV number. 

■ The range of LU numbers is 0-255. 

■ The host group can have a maximum of 256 LU paths. 

■ The port can have a maximum of 5 12 LU paths. 

■ The LDEV must not be an Auto LUN reserved volume. 
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Example 



create lun 1A:1B, nickl:nick2, 2 : 5-7 , 0 , 0 : 5-B will create the 
following paths in the disk array: 



lA 
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lA 


nickl 
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5 


lA 


nickl 
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2 


0 


8 


lA 


nick2 
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nick2 
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0 


A 
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B 


IB 
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0 


IB 


nickl 


5 


0 


5 


IB 


nickl 


6 
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6 
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0 
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0 


B 
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create wwn 



Use this command to add WWNs to host groups. Each host group can have up to 
255 WWNs and each port can have a maximum of 128 host groups. After the 
WWN is added to the host group, it has access to the LUNs in the host group. 



Syntax 



create wwn <portname . . .> , <hostgrpnickname> , 
<Wwn~WwnNickname . . .> 



Arguments 

<portname . . . > 

The port to which the WWNs are to be added. <portname> can be specified 
as one port, a set of ports, or a range of ports (for example, lA or 1 A: IC: ID or 
lA-lE). Port names must be specified in truncated form (for example, lA and 
not CLI -A) because the hyphen (-) is used to specify a range. If more than one 
port is specified, then the WWNs are added to the host group nickname in all 
the ports. 

<hostgrpnickname> 

The host group to which the WWNs are to be added. Only one 

<hostgrpnickname> can be specified. 

<Wwn~WwnNickname . . .> 

<Wwn> specifies the worldwide name for the host. This must be a 16-digit 
hexadecimal value, must be unique within the port, and is mandatory. 

< WwnNi ckname> is the nickname used for a WWN. WWN nicknames must 
be unique for a port, and must not be the same as any host group nickname 
within the port. The nickname is optional. 

WWN and its nickname must be separated by a tilde (~). More than one set of 

< Wwn ~ WwnNi ckname> pairs can be specified. The WWNs are added to the 
<hostgrpnickname> in all the specified ports. 
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Example 

create wwn lA, nickl , HJGHHJGHJGH23423~wwnnickl 
create wwn 

lA, nickl, HJGHHJGHJGH23423~wwnnickl : JJKHKJHHJGH23423~wwnnick2 
create wwn lA: IB, nickl, HJGHHJGHJGH23423~wwnnickl 
create wwn 

lA: IB, nickl, HJGHHJGHJGH23423~wwnnickl : JJKHKJHHJGH23423~wwnnick2 

Rules for Adding WWNs to Host Groups 

■ You must enable LUN security before using this command (see modify 
lun_security on page 102). 

■ Each port can have a maximum of 128 host groups. 

■ Each port can have a maximum of 255 WWNs. 

■ Each host group can have a maximum of 255 WWNs. 

■ The WWN must belong to a host group. 

■ The WWN must be unique within the port. 

■ The WWN nickname must be unique within the port. 

■ The WWN nickname and host group nickname should not be the same within 
a port. 

■ The WWN nickname is not mandatory. You can omit it. 

■ The WWN must be 16 hexadecimal characters. 

■ The WWN nickname is maximum length is 8 characters. 

■ Special characters (such as "¥/:,;*?"<> I ") are not allowed in the 
nickname. 
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delete host_group 



Use this command to remove host groups from the disk array. Each port can have 
up to 128 host groups. This command permits deletion of multiple host groups in 
one operation. Each host group is specified by its nickname. The default host 
group in every port cannot be deleted. 

If you are using firmware version 21.06.22 or later, you can delete host groups 
(except for host group 0) with or without the port security turned on. 

Syntax 

delete host_group <portname . . . > , <hostgrpnickname . . .> 

Arguments 

<portname . . . > 

The port from which the host groups are to be deleted. <portname> can be 
specified as one port, a set of ports, or a range of ports (for example, lA or 
1A:1C:1D or lA-lE). Port names must be specified in truncated form (for 
example, lA and not CLI -A) because the hyphen (-) is used to specify a 
range. 

<hostgrpnickname . . .> 

The host groups to be deleted. <hostgrpnickname> can be specified as 
one group nickname or a set of group nicknames (for example, nickl or 
nickl:nick3). If more than one port is specified, then the specified host groups 
in all the ports are deleted. 

Example 



delete 


host_ 


_group 


lA, 


niokl 


delete 


host_ 


_group 


lA 


IB, nickl 


delete 


host_ 


_group 


lA, 


nickl : nick2 


delete 


host_ 


_group 


lA 


IB, nickl :nick2 


delete 


host_ 


_group 


lA- 


-IC, nickl :nick2 
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delete lun 



This command deletes one or more paths in the disk array in one operation. Each 
path is identified by its port name, host group nickname, LUN ID, CU number, 
and LDEV number. You can also use this command to delete all paths in specified 
ports and host groups, or CUs and LDEVs. 

If you are using firmware version 21.06.22 or later, you can delete the last path to 
a command device, and you can delete LUN paths with or without the port 
security turned on. 

Syntax 

delete lun [<portname . . . > , <hostgrpnickname . . .> , 
<lunid...>, <cu...>, <ldev. . .>] \ 

[-port <portname . . .> -hostgrp <hostgrpnickname . . .> | 
-CU <cu...> -Idev <ldev. . .>] 



Arguments 

[<portname . . . >] 

The port from which the paths are to be deleted. <portname> can be 
specified as one port, a set of ports, or a range of ports (for example, lA or 
1A:1C:1D or lA-lE). Port names must be specified in truncated form (for 
example, lA and not CLl-A) because the hyphen (-) is used to specify a 
range. 

[<hostgrpnicknanie . . .>] 

The host group within the specified port. 
[<lunid. . . >] 

The LUN ID. LUN IDs must be given in hexadecimal. 
[<cu . . . >] 

The CU number. For the XP128/XP1024, the CU numbers range between 0 to 
31. CU numbers must be given in hexadecimal. 

[<ldev. . . >] 

The LDEV number. LDEVs must be given in hexadecimal. 
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[-port <portname . . .>] 

Deletes all paths to the specified ports. <portname> can be specified as one 
port, a set of ports, or a range of ports (for example, lA or 1A:1C:1D or 
lA-lE). Port names must be specified in truncated form (for example, lA and 
not CLl-A) because the hyphen (-) is used to specify a range, -port without 
any arguments will generate an error. This option cannot be used with the -cu 
and -Idev options, but must be used with the -hostgrp option. The 
-port option without the -hostgrp option will generate an error. 

[-hostgrp <hostgrpnickname . . .>] 

Deletes all paths assigned to the specified host group defined in the port. 
<hostgrpnickname> can be specified as only one group nickname or a 
set of group nicknames (for example, nickl or nickl:nick3). -hostgrp 
without any arguments will generate an error. This option cannot be used 
along with the -cu and -Idev options, but must be used with the -port 
option. The -hostgrp option without the -port option will generate an 
error. 

[-CU <cu. . . >] 

Deletes all paths to the specified cu. <cu> can be one value, a set of values, 
or a range of values (for example, 0 or 0:2:3 or 0-4). CUs must be given in 
hexadecimal, -cu without any arguments will generate an error. This option 
cannot be used along with the -port and -hostgrp options, but must be 
used with the -Idev option. The -cu option without the -Idev option will 
generate an error. 

[-Idev <ldev. . .>] 

Deletes all paths to the specified LDEVs. <ldev> can be one value, a set of 
values, or a range of values (for example, A or 0:A:1A or 0-F). LDEVs must 
be given in hexadecimal and are not case-sensitive. -Idev without any 
arguments will generate an error. This option cannot be used along with the 
-port and -hostgrp options, but must be used with the -cu option. The 
-Idev option without the -cu option will generate an error. 

Example 



delete 


lun 


lA, nickl, 0,0,00 


delete 


lun 


lA: IB, nickl, 0,0,00 


delete 


lun 


-port 1A:1C -hostgrp nickl 


delete 


lun 


-cu 0 -Idev 00:01 


delete 


lun 


-cu 0:1 -Idev 00:01 
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delete wwn 



Use this command to delete WWNs from host groups. Once the WWN is deleted 
from a host group it can no longer access the LUNs in that host group. 

You can also use this command to delete multiple WWNs in one operation. The 
WWNs can be deleted using either the WWN or WWN nickname. 

If you are using firmware version 21.06.22 or later, you can delete WWNs with or 
without the port security turned on. 



Syntax 



delete wwn <portname . . .> [ , <hostgrpnickname> 
[ , <WwnNickname/wwn . . . >] ] 



Arguments 

<portname . . . > 

The ports from which the WWNs are to be deleted. <portname> can be 
specified as one port, a set of ports, or a range of ports (for example, lA or 
1A:1C:1D or lA-lE). Port names must be specified in truncated form (for 
example, lA and not CLl-A) because the hyphen (-) is used to specify a 
range. 

[<hostgrpnickname>] 

The host group containing the WWNs. If the host group is not specified, then 
all the WWNs in the specified ports will be deleted. Only one host group can 
be specified (for example, nickl). 

[<WwnNickname/wwn . . .>] 

The WWN nickname or WWN to be deleted. One or a set of nicknames can 
be specified (for example, wwnnickl or wwnnickl:wwnnick2). WWN must 
be a 16-digit hexadecimal value. One WWN or a set of WWNs can be 
specified (for example, wwnl or wwnl:wwn2). 

Example 

delete wwn lA, nickl , JJKHKJHHJGH23423 
delete wwn lA, nickl , wwnl : wwn2 
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list lun 

This command displays path related configuration details. Each path is identified 
by its port name, host group nickname, LUN ID, CU number, and LDEV number. 
The LUN ID, CU number, and LDEV number are in hexadecimal. 

Use list lun to query for the following information: 

■ PortName. The port from which the path has been created. Ports in the disk 
array are identified through their port names (for example, CLI -A and 
CLl-B). 

■ GroupNickName. The host group from which the path has been created. The 
XP128/XP1024 supports up to 128 host groups for each port and each host 
group is identified by its nickname. The host group nickname is unique for a 
port. 

Each port has one default host group. This default host group will always be 
accessible irrespective of the security switch status. An LDEV can have only 
one path defined from a host group. There cannot be multiple paths to the 
same LDEV from a host group. 

■ LunlD. Each host group can have between 0 to 255 LUN IDs. LUN IDs are 
displayed in hexadecimal. 

■ CU. The CU number to which the path has been created. With the 
XP128/XP1024, the CU numbers range from 0 to 31. CU numbers are 
displayed in hexadecimal. 

■ LDEV. The LDEV number to which the path has been created. Each CU can 
have LDEVs numbered between 0 to 255. LDEV numbers are displayed in 
hexadecimal. 

■ TotalPaths. The total number of paths that have been assigned to this LDEV. 

■ Emulation. The emulation type of the LDEV to which the path has been 
created. The CLI displays only open volume emulations. 

■ Deviceiype. Specifies whether the LDEV is a command device or not. The 
possible values are CmdDev and LUN. 

■ Capacity (MB). The size of the LUN in megabytes. 
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list lun [-port <portname . . .>] 

[-hostGrp <hostgrpnicknanie . . .>] | [-cu <cu...>] 
[-Idev <ldev. . .>] [-cmd <cindnaine>] 
[-category <cmdcategory>] 

Arguments 

[-port <portname . . .>] 

Displays paths for only the specified ports. <portname> can be specified as 
one port, a set of ports, or a range of ports (for example, lA or 1A:1C:1D or 
lA-lE). Port names must be specified in truncated form (for example, lA and 
not CLl-A) because the hyphen (-) is used to specify a range, -port without 
any arguments will generate an error. 

[-hostGrp <hostgrpnlcknanie . . .>] 

Displays the paths for only the specified host groups. 
<hostgrpnickname> can be specified as one host group nickname or a 
set of host group nicknames (for example, nickl or nickl:nick3). -hostGrp 
without any arguments will generate an error. 

[-CU <cu. . . >] 

Displays only the paths in the specified CUs. <cu> can be one value, a set of 
values, or a range of values (for example, 0 or 0:2:3 or 0-4). CUs must be 
given in hexadecimal, -cu without any arguments will generate an error. 

[-Idev <ldev. . .>] 

Displays only the paths to the specified LDEVs. <ldev> can be one value, a 
set of values, or a range of values (for example, A or 0:A:1A or 0-F). LDEVs 
must be given in hexadecimal and are not case-sensitive. -Idev without any 
arguments will generate an error. 

If the -Idev option is used with the - cu option, the output will consist of all 
the paths to the specified LDEV in the specified CUs. 

[-cmd <cmdname>] or [-category <cmdcategory>] 

Displays the output with the command name or category appended at the 
beginning of the record with no headers. When used with -csv and -o, the 
formatted output obtained can be used as input. 
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Example 

list lun without any options displays all the paths defined in the disk array. 
Fields are PortName, GroupNickName, LunID, CU, and LDEV. 



PortName 


GroupNickName 


LunID 


CU 


LDEV 


CLl-A 


GrpNickl 


0 


0 


00 


CLl-B 


GrpNickl 


1 


0 


02 


CLl-A 


GrpNick4 


1 


0 


OA 


CLl-E 


GrpNickl 


0 


0 


00 


CLl-a 


GrpNickl 


0 


0 


00 



list lun with the -1 option displays all the paths defined in the disk array 
along with the total number of paths to the CU:LDEV, emulation, device type and 
capacity. 

PortName GroupNickName LunID CU LDEV TotalPaths Emulation 
DeviceType CAPACITY 



CLl-A GrpNickl 0 0 00 1 OPEN-E 

LUN 30 

CLl-B GrpNickl 1 0 02 1 OPEN-3 

LUN 2 0 

CLl-A GrpNick4 1 0 OA 1 OPEN-E 

LUN 35 

CLl-E GrpNickl 0 0 00 1 OPEN-9 

LUN 2 0 

CLl-a GrpNickl 0 0 00 2 OPEN-E 

CmdDev 10 



All Options are Specified 

If all the options are specified, the output will consist of those paths from the 
specified host groups within the specified ports to the specified LDEVs in the 
specified CUs. 

The format of the output will be the same as the default output for list lun. 
The -1 option output is the same as for list lun with the -1 option. 
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list port 



This command displays the port configuration. Each port in the disk array has the 
following information associated with it: 

■ Portname. Ports in the disk array are identified by their portname (for 
example, CLl-A and CLl-B). 

■ Type. The type of port. On the XP128/XP1024, the only port type is Fibre 
Channel. 

■ Address. The port's AL-PA address. This column displays Arbitrated Loop 
Physical Addresses and loop ID values (for example, EF(0) and E8(l)). 

■ Topology. The topology used by the port. This column displays the Fibre 
Channel switch status (ON or OFF) and the connection type (FC-AL or 
point-to-point). 

■ WWN. The port's worldwide name (WWN). 

■ Channel Speed. This is the channel speed of the port. The XP128/XP1024 
supports three channel speed modes: 1GB fiber, 2GB fiber, and auto mode. If 
the port is in auto mode, the disk array will automatically select 1GB or 2GB 
mode. 

■ Security. This displays the LUN security switch status for the port. Security 
can be either ON or OFF. If the security switch is ON, each WWN can access 
the LUNs available to the host group it belongs to. If the switch is OFF, host 
access for all host groups except the default host group is disabled. If you are 
using firmware version 21.06.22 or later, you can delete host groups (except 
for host group 0), WWNs, or LUN paths with or without the port security 
turned on. Only WWNs in the default host group can access the LUNs in that 
group. 

■ HostGroupNickname. Host groups are used to organize the types of hosts 
that can access the LUNs. The XP128/XP1024 supports up to 128 host groups 
for each port and each host group is identified by a nickname. The host group 
nickname is unique for a port. Also, the first host group in every port is the 
default host group. This default host group will always be accessible 
irrespective of the security switch status. 

■ HostMode. Host mode is based on the types of host operating systems. Each 
host group has a one host mode, and only hosts of the one operating system 
should be members of a host group. Host group members can access the 
LUNs assigned to that host group. 
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Syntax 

list port [-security -address -topology | -hostgrp] 
[-port <portname . . .>] [-cmd <cmdname>] 
[-category <cmdcategory>] 

Arguments 

[-security] 

Displays all port names and their security switch status. 

[-address ] 

Displays all port names and their Fibre Channel addresses (AL-PA and loop 
ID values). 

[-topology] 

Displays all port names and their Fibre Channel topologies. The topology 
column displays the fabric switch status (ON or OFF) and the topology 
(FC-AL or point-to-point). 

[-hostgrp] 

Displays all ports, all configured host groups for each port and the host mode 
name for each host group. This option cannot be used with -addres s, 
-topology, or -security. 

[-port <portname . . .>] 

Used with other options (-address, -topology, -security, 
-hostGrp, or only with list port) to display only specific ports. You 
can specify <portname> as one port, a set of ports, or a range of ports (for 
example, lA or 1A:1C:1D or lA-lE). Port names must be specified in 
truncated form (for example, lA and not CLl-A) because the hyphen (-) is 
used to specify a range. If you use the -port option without a port name, an 
error message will be generated. 

[-cmd <cmdname>] or [-category <cmdcategory>] 

Displays the output with the command name or category appended at the 
beginning of the record with no headers. When used with -csv and -o, the 
formatted output obtained can be used as input. 
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Example 



list po rt without any options displays all port names. 

PortName 

CLl-A 

CLl-B 

CLl-a 

CLl-b 

-I Option 

list port with the -1 option displays all port names and the information 
associated with each port (PortName, Type Address, Topology, Wwn, 
ChannelSpeed, Security). 

PortName Type Address Topology Wwn 
ChannelSpeed Security 

CLl-A Fibre EF(0) Fabric ON & Point-to-Point wwnl 
1GB Fibre ON 

CLl-B Fibre E2 (3) Fabric ON & FC-AL wwn2 
1GB Fibre ON 

CLl-a Fibre 73(63) Fabric OFF & Point-to-Point wwn3 
Auto Mode ON 

CLl-b Fibre EF(0) Fabric OFF & FC-AL wwn6 
1GB Fibre ON 

[-security] 

PortName Security 
CLl-A ON 
CLl-B OFF 
CLl-a OFF 
CLl-b ON 

The -1 option produces the same output as list port -1. 
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[-address] 

PortName Address 
CLl-A EF(0) 
CLl-B E2(3) 
CLl-a 73(63) 
CLl-b EF(0) 
The -1 option produces the same output as list port -1. 

[-topology] 

PortName Topology 

CLl-A Fabric ON & Point-to-Point 

CLl-B Fabric OFF & Point-to-Point 

CLl-a Fabric ON & FC-AL 

CLl-b Fabric OFF & FC-AL 

The -1 option produces the same output as list port -1. 
[-hostgrp] 

PortName HostGroupNickname HostModeName 

CLl-A nickl Standard 

CLl-B nick2 HP 

CLl-a nickl Standard 

CLl-b nick3 AIX 

The -hostGrp -1 option displays all ports, all configured host groups for each 
port, the host mode name for each host group, and the host mode number. This 
option cannot be used with -address, -topology, or -security. 

PortName HostGroupNickname HostMode HostModeName 

CLl-A nickl 00 Standard 

CLl-B nick2 08 HP 

CLl-a nickl 00 Standard 

CLl-b nick3 OF AIX 



90 Command View XP Command Line Interface (CLI) Reference Guide 



[-port <porfname...>] 



The format of the output will be the same as the default output for list port 
or list port with -security, -address, -topology, or -hostGrp. 
The output will reflect only the specified ports. 

list port -security -port lA:lC:la-le 



PortName 


Security 


CLl-A 


ON 


CLl-C 


ON 


CLl-a 


OFF 


CLl-b 


ON 


CLl-c 


OFF 


CLl-d 


ON 


CLl-e 


ON 



The - 1 option produces output that is dependent on the options used. The format 
of the output will be the same as the output for list port -1, list port 
-1 with -security, -address, -topology, -hostGrp, etc., if used with 
those options. The key point is that the output will consist of only the specified 
ports. 
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list wwn 



This command displays the WWN information for the hosts that can access the 
LUNs. Each host connected to the disk array is identified by its WWN. 

WWNs are added to host groups within the ports, and all WWNs assigned to a 
host group can access the LUNs in that host group. If you are using a firmware 
version before version 21.06.22, the LUN accessibility by the hosts is also limited 
by the ports security switch. The WWNs can access the LUNs only if the security 
switch of the ports is ON. When the port security switch is OFF, only WWNs 
connected to the default host group can access the LUNs. 

If you are using firmware version 21.06.22 or later, you can delete host groups 
(except for host group 0), WWNs, or LUN paths with or without the port security 
turned on. 

Use list wwn to query the WWNs in the host groups and ports for the 
following information items. 

■ Portname. This is the name of the port to which the WWNs are assigned. 
Ports in the disk array are identified through their port name (for example, 
CLl-Aand CLl-B). 

■ WWN. The worldwide name for the host. There can be a maximum of 255 
WWNs defined for a port. 

■ WWNNickname. The nickname used for each WWN. WWN Nicknames 
must be unique for a port. If the nickname is not specified, then this column is 
null. 

■ HostGroupNickName. The host group to which the WWN has been 
assigned. Host groups identify the type of hosts that can access the LUNs. The 
XP128/XP1024 supports up to 128 host groups for each port and each host 
group is identified by its nickname. The host group nickname is unique for a 
port. The first host group in each port is also the default host group. Each port 
will have at least one host group (which is the default host group). This 
default host group will always be accessible irrespective of the security switch 
status. 

Syntax 

list wwn [-port <portname . . .>] 

[-hostGrp <HostGrpNickName . . .>] [-cmd <cmdname>] 
[-category <cmdcategory>] 
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Arguments 



[-port <portname . . .>] 

Displays the WWNs for only the specified ports. <portname> can be 
specified as one port, a set of ports, or a range of ports (for example, lA or 
1A:1C:1D or lA-lE). Port names must be specified in truncated form (for 
example, lA and not CLl-A) because the hyphen (-) is used to specify a 
range, -port without any arguments will generate an error. 

[-hostGrp <HostGrpNickName . . .>] 

Displays the WWNs for the specified host groups. <HostGrpNickname> 
can be specified as one group nickname or a set of group nicknames (for 
example, nickl or nickl:nick3). -hostGrp without any arguments will 
generate an error. 

[-cmd <cmdname>] or [-category <cmdcategory>] 

Displays the output with the command name or category appended at the 
beginning of the record with no headers. When used with -csv and -o, the 
formatted output obtained can be used as input. 



list wwn without any options displays all the WWNs configured in the disk 



Example 



array. 



PortName 



Wwn 



CLl-A 



H JGHH JGH JGH2 3 4 2 3 



CLl-A 



J JKHK JHH JGH2 34 2 3 



CLl-B 



HJhfhdsHJGH87 8 JK 



CLl-B 



HJGHHJGHJGH2 34 2 3 



CLl-B 



J JKHK JHH JGH2 3 4 2 3 



CLl-B 



JHNJYGJHHHJGHJJH 



Command View XP Command Line Interface (CLI) Reference Guide 



93 



CLI Commands for the XP128/XP1024 



The - 1 option output displays all the WWNs configured in the disk array along 
with the host group nickname and WWN nickname. 

PortName HostGrpNickName Wwn WwnNickName 

CLl-A grpnickl HJGHHJGHJGH23423 wwnl 

CLl-A grpnick2 JJKHKJHHJGH2 3423 wwn2 

CLl-B grpnick3 HJhfhdsHJGH878 JK wwn3 

CLl-B grpnick4 HJGHHJGHJGH23423 wwn4 

CLl-B grpnickS JJKHKJHHJGH23423 wwn5 

CLl-B grpnicke JHNJYGJHHHJGHJJH wwn6 
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modify cmd_device 

Use this command to: 

■ Set an LDEV as a command device 

■ Release an existing command device 

■ Enable (set ON) command device security 

■ Disable (set OFF) command device security 

If you are using firmware version 21.06.22 or later, you can set or release a 
command device without a path. 



Syntax 



modify cmd_device -set <cu . . .> , <ldev. . .> 
-security ON | OFF | -release <cu . . .> , <ldev. . .> 



Arguments 

-set <cu. . .> or -release <cu. . .> 

The CU whose LDEV is to be set or released as a command device. <cu> can 
be one value, a set of values, or a range of values (for example, 0 or 0:2:3 or 
0-4). CUs must be given in hexadecimal. 

-set <ldev. ..> or -release <ldev...> 

The LDEV that is to be set or released as a command device. <ldev> can be 
one value, a set of values, or a range of values (for example, A or 0:A:1A or 
0-F). LDEVs must be given in hexadecimal and are not case-sensitive. 

If more than one CU is specified, the specified LDEVs in all the specified 
CUs are modified. 

-security ON | OFF 

This option enables (sets ON) or disables (sets OFF) the command device 
security switch. The number of switches specified should be equal to the 
number of LDEVs specified. If only one switch is specified, all the LDEVs 
are assigned the specified switch value. If the number of switches specified is 
equal to the number of LDEVs, then there is a one-to-one correspondence 
between the LDEVs and the values. In all other cases this command generates 
an error. This option can be used only with - set option. 
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Example 

modify cmd_device -set 0,00 

modify cmd_device -set 0,00:01 

modify cmd_device -set 0,00 -security ON 

modify cmd_device -set 0,00:01 -security OFF 

modify cmd_device -release 0,01 -security ON, OFF 

modify cmd_device -set 0:1,00 
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modify fibre_address 



Use this command to modify port addresses. It is available for fibre ports only. 



Syntax 

modify f ibre_address <portname . . .> , <address...> 



Arguments 

<portname . . . > 

The port whose address is to be modified. <portname> can be specified as 
one port, a set of ports, or a range of ports (for example, lA or 1 A: IC: ID or 
lA-lE). Port names must be specified in truncated form (for example, lA and 
not CLl-A) because the hyphen (-) is used to specify a range. 

oddress . . . > 

The addresses to be set. The fibre addresses are specified as AL-PA values. 
The number of values specified should be equal the number of port names 
specified. If only one address is specified, all the ports are assigned addresses 
consecutively starting from the address specified. If the number of values 
specified is equal to the number of port names, then there is a one-to-one 
correspondence between the port names and the addresses. In other cases this 
command generates an error. 

Example 

modify f ibre_address lA, EF 
modify f ibre_address 1A:1B-1E,EF 
modify f ibre_address 1A:1B,EF:E2 
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modify fibre_topology 

This command modifies the port topologies. It is available for fibre ports only. 

Syntax 

modify f ibre_topology <portname . . .> , <topology. . .> 

Arguments 

<portname . . . > 

The ports whose topologies are to be modified. <portname> can be 
specified as one port, a set of ports, or a range of ports (for example, lA or 
1A:1C:1D or lA-lE). Port names must be specified in truncated form (for 
example, lA and not CLI -A) because the hyphen (-) is used to specify a 
range. 

<topology . . . > 

The topologies to be set. Fibre topologies are specified in the range between 1 
to 4. The number of values specified should be equal to the number of port 
names specified. If only one topology is specified, all the ports are assigned 
the specified topology. If the number of values specified is equal to the 
number of port names, then there is a one-to-one correspondence between the 
port names and the topologies. In other cases this command generates an 
error. 

Example 

modify f ibre_topologY lA, 1 
modify f ibre_topology 1A:1B-1E,2 
modify f ibre_topology 1A:1B,1:2 
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modify host_group 

This command modifies the host group nickname for a port. You must enable 
LUN security before using this command (see modify lun_security on page 102). 

Syntax 

modify host_group <portname> , <01dHostGrpNickname> , 
<NewHostGrpNickname> 

Arguments 

<portname> 

The ports whose host group is to be modified. Port names must be specified in 
truncated form (for example, lA and not CLl-A) because the hyphen (-) is 
used to specify a range. 

< 01 dHost GrpNi ckn ame> 

The host group nickname that is to be modified. Only one 
<01dHostGrpNickname> can be specified (for example, nickl). 

<NewHost GrpNi cknaine> 

The new host group nickname to be set. Only one 

<NewHostGrpNickname> can be specified (for example, nick2). 

Example 

modify host_group lA, nickl , nick2 
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modify host_mode 



Syntax 



Arguments 



Use this command to modify the host mode for a host group in a port and to 
modify host modes for multiple host groups in one operation. 

To perform the modify host_mode operation, the security switch must be set to 
ON for host groups, except for host group 0. 



modify host_mode <portname . . . > , <HostGrpNickname . . .> , 
<HostMode . . . > 



<portname . . . > 

The port that contains the host groups. <portname> can be specified as one 
port, a set of ports, or a range of ports (for example, lA or 1A:1B or lA-lC). 
Port names must be specified in truncated form (for example, lA and not 
CLI -A) because the hyphen (-) is used to specify a range. 

<HostGrpNickname . . .> 

The host group nicknames whose host modes are to be modified. 
<llostGrpNickname> can be specified as one group nickname or a set of 
group nicknames (for example, nickl or nickl:nick3). If more than one port 
name is specified, then the specified host groups in all the ports are modified. 

<HostMode . . . > 

The new host mode to be set. <HostMode> can be specified as one value or 
a set of values (for example, 08 or 00:08). If only one host mode is specified, 
all the host groups are assigned the host mode specified. If the number of 
values specified is equal to the number of groups, then there is a one-to-one 
correspondence between the host groups and the host modes. In other cases 
this command generates an error. The following host mode values are 
supported for the XP128/XP1024: 

■ 00: Standard 

■ 04: Sequent 

■ 08: HP-UX 

■ 09: VxVM-DMP 
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■ OA: NetWare 

■ OC: MS Cluster Server 

■ OD - OF: Reserved 

Example 

modify host_mode lA,nickl,00 
modify host_mode lA, nickl : nick2, 00 
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modify lun_security 



This command enables (ON) or disables (OFF) the port security switch. 



Syntax 

modify lun_security <portname . . . > , ON | OFF 



Arguments 

<portname . . . > 

The ports whose security switch is to be modified. <portname> can be 
specified as one port, a set of ports, or a range of ports (for example, lA or 
1A:1C:1D or lA-lE). Port names must be specified in truncated form (for 
example, lA and not CLI -A) because the hyphen (-) is used to specify a 
range. 

ON I OFF 

The switch value. The security switch can be ON or OFF. The number of 
values specified should be equal to the number of port names specified. If 
only one switch value is specified, all the specified port names are set to this 
value. If the number of values specified is equal to the number of port names, 
then there is a one-to-one correspondence between the port names and the 
switches. In other cases this command generates an error. 

Example 

modify lun_security lA, OFF 
modify lun_security 1A:1B-1F,0N 
modify lun_security lA: IB, OFF: ON 
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modify wwn 



Use this command to modify the WWN and WWN nickname of a host. You must 
enable LUN security before using this command (see modify lun_security on 
page 102). 

Syntax 

modify wwn <portname> , <HostGrpNickName> , 
<ol dwwn I oldwwnNi ckName> 

[-wwn <newWwn> \ -nickname <newWwnNickName>] 

Arguments 

<portname> 

The port whose WWN or WWN nickname is to be modified. <portname> 
must be specified as one port. Port names must be specified in truncated form 
(for example, lA and not CLl-A) because the hyphen (-) is used to specify a 
range. 

<Host GrpNi ckName> 

The host group nickname whose WWN or WWN nickname is to be modified. 
Only one <hostgrpnickname> can be specified. 

<oldwwn/ oldwwnNi ckName> 

The WWN or WWN nickname whose WWN or WWN nickname has to be 
modified. Only one <oldwwn/oldwwnNickName> can be specified. 

[-wwn <newWwn>] 

Modifies the WWN value (the worldwide name value for the host). This must 
be a 16-digit hexadecimal value and must be unique within the port, -wwn 
must be specified if -nickname is not specified, and cannot be used with 

-nickname. 

[-nickname <newWwnNickNanie>] 

Modifies the WWN nickname. WwnNickname is the nickname used for a 
WWN. WWN nicknames are unique for a port, and must not be the same as 
any host group nickname within the port, -nickname must be specified if 
-wwn is not specified, and cannot be used with -wwn. 
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Example 

modify wwn lA, nickl , wwnnickl -wwn JJKHKJHHJGH23423 
modify wwn lA, nickl , wwnnickl -nickname wwnnickl 
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VOLUME MANAGEMENT Commands 

This section describes the following commands: 

■ create custom_ldevs (page 106) 

■ create luse (page 108) 

■ delete Idevs (page 110) 

■ delete luse (page 1 12) 

■ initialize vdev (page 113) 

■ list Idev (page 115) 

■ list luse (page 121) 

■ list parity_group (page 123) 

■ list usable_cus (page 128) 

■ list vsc (page 129) 
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create custom Idevs 



This command creates new custom LDEVs and can be executed depending on the 
amount of free space present in the VDEV. You can display a list of available free 
spaces in the VDEV by using the list parity_group -f s command. 

You must supply an LDEV ID when you create custom LDEVs. You can list 
unused LDEV IDs with the list vsc -unused command. 

The new custom LDEVs that are created will have the same emulation type and 
LDEV size, and will be only for one domain, parity group, and VDEV. If you 
want to create custom LDEVs over multiple domains, parity groups, and VDEVs, 
with different emulation types and LDEV sizes, consider using a batch file 
containing multiple create custom_ldevs commands. 

Syntax 

create custom_ldevs <domain> , <PG>, <vdev>, 
<einulation_type> , <ldev_size>, <cu_ID...>, 
<ldev_ID. . . > 

Arguments 

<doinain> 

The domain for the new custom LDEV. 

<PG> 

The parity group number for the new custom LDEV. 

< vdev> 

The VDEV for the new custom LDEV. 

<einulation_type> 

The emulation type of the new custom LDEV. Other emulation types, such as 
OPEN-3, OPEN-9, OPEN-8, or OPEN-E, can be mixed if the base emulation 
type of the VDEV is one of these emulation types. At this time, OPEN-V is 
not fully supported by the CLI, but is supported by the Command View GUI. 
The CLI will display OPEN-V volumes, but will not create OPEN-V 
volumes. To list the emulation type of the VDEV, execute list 
parity_group -emulation. 
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<ldev_size> 

The size of the new custom LDEV. The minimum size is 36 MB. The 
following are the maximum sizes that you can assign to an LDEV for a 
particular emulation type. 

OPEN-3: 2347 MB 

OPEN-8: 7007 MB 

OPEN-9: 7042 MB 

OPEN-E: 13893 MB 

<cu_ID. . . > 

The CU ID for the new custom LDEV. CUs must be given in hexadecimal. 
You can enter a single value, a set of values, or a range of values (for example, 
0 or 0:2:3 or 0-4). 

<ldev_ID . . . > 

The LDEV ID for the new LDEV. The LDEV ID must be given in 
hexadecimal and is not case-sensitive. You can enter a single value, a set of 
values, or a range of values (for example, 01-03 or 01:02:04-06:0B). 

Example 



create 


custom_ 


_ldevs 


1, 


1, 1, OPEN-3, 


500, 01 


Domain 


PG 


VDev CU 


LDev 


EmulationType 


Ldev; 


1 


1 


1 


00 


00 


OPEN-3 


500 


1 


1 


1 


00 


02 


OPEN-3 


500 


1 


1 


1 


00 


03 


OPEN-3 


500 


1 


1 


1 


00 


04 


OPEN-3 


500 


1 


1 


1 


00 


OD 


OPEN-3 


500 


1 


1 


1 


01 


00 


OPEN-3 


500 


1 


1 


1 


01 


02 


OPEN-3 


500 


1 


1 


1 


01 


03 


OPEN-3 


500 


1 


1 


1 


01 


04 


OPEN-3 


500 


1 


1 


1 


01 


OD 


OPEN-3 


500 
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create I use 



Use this command to create expanded volumes in the disk array. Each LUSE 
volume can have 2 to 36 LDEVs. This command allows for the creation of only 
one LUSE volume in one operation. 

A LUSE volume can be created in one of two modes: continuous or disperse. 
Optionally, one or more paths can be defined for the LUSE. 

Syntax 

create luse <topCU>, <topLdev> -continuous <offset> \ 

-disperse <device_ldevs . . .> 

[-lun <port . . . >, <hostgrpnickname> , <lunid>] 

Arguments 

<topCU> 

The CU number of the first LDEV in the expanded volume. < t opCU> must 
be given in hexadecimal. 

<topLdev> 

The LDEV of the first LDEV in the expanded volume. < t opLdev> must be 
given in hexadecimal and is not case-sensitive. 

-continuous <offset> 

Use this option to create the expanded volume in continuous mode. 
<offset> specifies the total number of consecutive LDEVs that will be 
combined into one volume. <offset> does not include the top LDEV. The 
possible range for <offset> is 1 - 35. This option cannot be used with the 
-disperse option. 

-disperse <device_ldevs . . .> 

Use this option to create the expanded volume in disperse mode. 
<device_ldevs> specifies the list of LDEVs that will be expanded into 
one volume. <devi ce_ldevs> can be a set of values or a range of values 
(for example, A or 0:A:1A or 0-F). LDEVs must be given in hexadecimal and 
are not case-sensitive. This option cannot be used with the -continuous 
option. 



108 



Command View XP Command Line Interface (CLI) Reference Guide 



[-lun <portname . . .>, <hostgrpnickname> , <lunid>] 

The -lun option specifies the paths to the LUSE volume. It is not mandatory. 
It is possible to create an expanded volume without any associated path. 

<portname> , <hostgrpnickname> , <lunid> specify the complete 
path. 

<portname> can be specified as one port, a set of ports, or a range of ports 
(for example, lA or 1A:1C:1D or lA-lE). Port names must be specified in 
truncated form (for example, lA and not CLl-A) because the hyphen (-) is 
used to specify a range. LUN IDs must be given in hexadecimal. 

Rules for Creating a LUSE Volume 

■ An LDEV that is already expanded can not be expanded again. 

■ The LDEVs in a LUSE volume must be in same CU. 

■ The LDEVs in a LUSE volume cannot already have a path. 

■ The LDEVs in a LUSE volume must be of the same emulation type. 

■ The LDEVs in a LUSE volume must be the same RAID level. 

■ Emulation types of the LDEVs in a LUSE volume must be OPEN-3, OPEN-8, 
OPEN-9, OPEN-E, or OPEN-L. At this time, OPEN-V is not fully supported 
by the CLI, but is supported by the Command View GUI. The CLI will 
display OPEN-V volumes, but will not create OPEN-V volumes. 

■ You can combine custom volumes into LUSE volumes. However, the custom 
volumes must be same size. 

■ LDEVs set as Auto LUN reserved volumes for cannot be used as part of a 
LUSE volume. 

■ The CU:LDEV number of a LUSE volume the CU:LDEV number of the top 
LDEV. 

■ The top LDEV must have the numerically smallest CU:LDEV number in the 
LUSE volume. 



Example 



create luse 0,00 -continuous 3 

create luse 0,00 -continuous 3 -lun lA : IB, nickl , 0 

create luse 0,00 -disperse 03: 05: OA 

create luse 0,00 -disperse 03: 05: OA -lun ID, nickl, 0 
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delete Idevs 



This command converts custom LDEVs or normal LDEVs into free space. This 
command cannot convert the last normal LDEV to free space. The LDEVs to be 
deleted should not have path added to itself, not be a part of LUSE volume, not be 
a command device and should not be an Auto LUN reserved volume. Users 
cannot delete OPEN-V volumes. Also, this command does not support OPEN-K, 
OPEN-L, and OPEN-M emulation types. 

The list of LDEVs that can be deleted can be obtained by executing the command 

list vsc -deletable. 

Syntax 

delete Idevs <domain>, <PG>, <vdev> , <cu...>, 
<ldevID. . . > 

Arguments 

<doniain> 

The domain for which the deletion of LDEVs is to be done. 

<PG> 

The PG for which the deletion of LDEVs is to be done. To delete LDEVs for 
multiple PGs in a domain, create a command file and use the - f 
<filename> option. 

<vdev> 

The VDEV for which the deletion of LDEVs is to be done. To delete multiple 
VDEVs, create a command file and use the -f <filename> option. 

<cu. . .> 

The CU ID of the LDEVs to be deleted. The CU must be given in 
hexadecimal. You can enter a single value, a set of values, or a range of values 
(for example, 0 or 0:2:3 or 0-4). 

<ldevID. . . > 

The LDEV ID of the LDEV to be deleted. LDEV IDs must be given in 
hexadecimal and are not case-sensitive. You can enter a single value, a set of 
values, or a range of values (for example, 01-03 or 01:02:04-06:0B). 
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Example 



delete Idevs 1, 1, 1, 00:01, 00:02-04:0D 
will delete the following LDEVs: 



Domain 


PG 


VDev 


CU 


LDev 


1 


1 


1 


00 


00 


]_ 


]_ 


1 


0 0 


02 


1 


1 


1 


00 


03 


1 


1 


1 


00 


04 


1 


1 


1 


00 


OD 


1 


1 


1 


01 


00 


1 


1 


1 


01 


02 


1 


1 


1 


01 


03 


1 


1 


1 


01 


04 


1 


1 


1 


01 


OD 
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delete luse 



Syntax 
Arguments 



Example 



This command releases expanded volumes. This command allows for the release 
of multiple LUSEs in one operation. 



delete luse <topCU...>, <topLDev. . .> 



<topCU. . . > 

The CU number of the expanded volume. < topCU> can be one value, a set of 
values, or a range of values (for example, 0 or 0:2:3 or 0-4). CUs must be 
given in hexadecimal. 

<topLDev . . . > 

The LDEV number of the expanded volume. < t opLDev> can be one value, a 
set of values, or a range of values (for example, A or 0:A:1A or 0-F). LDEVs 
must be given in hexadecimal and are not case-sensitive. 

If more than one <topCU> is specified, then all the specified expanded 
volumes in all the specified CUs are released. 



delete luse 0,00 
delete luse 0,00:03 
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initialize vdev 



Use this command to regain the initial configuration of the VDEV. This operation 
deletes all the custom volumes created on this VDEV and creates the normal 
LDEVs deleted by the user. 

A custom LDEV, if present, will be deleted. These custom LDEVs cannot have a 
path assigned, be a part of a LUSE volume, be a command device, or be part of an 
Auto LUN reserved volume. 

You need to enter the exact number of LDEV IDs. This count can be determined 
by executing the command list parity_group -initializecount, 
and is the number of normal volumes deleted on this VDEV. 

Syntax 

initialize vdev <domain> , <PG>, <vdev>, 
<cu {Idev. ..)...> 

Arguments 

<doinain> 

The domain present in the disk array. 

<PG> 

The parity group present in the disk array. 

<vdev> 

The VDEV in the disk array for which the initialization is desired. 
<cu {Idev. ..)•••> 

The IDs of the new normal LDEVs to be created. The format of the 
CU:LDEV combination is unique for this command and should be used only 
for this command. For each CU value, specify which LDEVs you want to use. 
You can repeat this for multiple CUs, but the CU number should not be 
repeated. CUs and LDEVs must be given in hexadecimal. 

To create LDEVs with CU:LDEV IDs 00:00, 01:00, 02:00 and 03:00, use: 

00(00) :0 1 (00):02(00):03(00) 

To create LDEVs with CU:LDEV IDs 00:00, 00:01, 00:02, 00:03, 01:00 and 
01:02, use: 
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00(00-03):01(00:02) 

To create LDEVs with CU:LDev IDs 00:01, 00:03, 00:05, 00:0D, 03:0A and 
03:0C, use: 

00(01:03-05:0D):03(0A-0C) 

Example 

After a successful initialize operation, the following new normal LDEVs will be 
created. 

initialize vdev 1, 1, 1, 00 ( 0 0-03 ) : 01 ( OA-OC ) : 03 ( f 0 : f f ) 



Domain 


PG 


VDev 


CU 


LDev 


1 


1 


1 


00 


00 


1 


1 


1 


00 


01 


1 


1 


1 


00 


02 


1 


1 


1 


00 


03 


1 


1 


1 


01 


OA 


1 


1 


1 


01 


OB 


1 


1 


1 


01 


OC 


1 


1 


1 


03 


fO 


1 


1 


1 


03 


f f 
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list Idev 



This command displays logical device configuration details. Each LDEV is 
identified by the CU number it belongs to and an LDEV number. CU number and 
LDEV numbers aie represented in hexadecimal. 

Use list Idev to query the following items: 

■ Domain. The domain to which this LDEV's parity group belongs. Also 
referred to as FB4 number. With the XP128/XP1024, the number of domains 
in the disk array will be 1 or 2. 

■ PG. The parity group number to which this LDEV belongs. The 
XP128/XP1024 has between 1 and 32 parity groups per domain. 

■ VDEV. VDEV is subdivision of PG and depends on the RAID level of the 
parity group and hard disk capacity. With the XP128/XP1024, the number of 
VDEVs per PG will be 1 to 16. 

■ CU. The CU number to which the LDEV belongs to. With the 
XP128/XP1024, the CU numbers range between 0 to 31. 

■ LDEV. The LDEV number. Each CU can have LDEVs numbered between 0 
to 255. LDEV numbers are displayed in hexadecimal. 

■ Emulation. The emulation type of the LDEV. The CLI displays only open 
volume emulations. For LUSE volumes, the emulation type will be displayed 
as OPEN-X * n, where n represents the total number of LDEVs that comprise 
the LUSE volume. 

■ ExpansionStatus. The expansion status of the LDEV. An LDEV can be in 
one of three states: a single LDEV ("NOT EXPANDED"), first LDEV in an 
expanded volume ("EXPANDED TOP"), or a part of the expanded volume 
("EXPANDED NON TOP"). 

■ Count. The number of LDEVs that constitute an expanded volume. This is 
applicable only for volumes that are not expanded and the top LDEV in 
expanded volumes. The possible values are: 0 or 1 for "NON TOP 
EXPANDED" LDEVs, 1 for "NOT EXPANDED" LDEVs, or greater than 1 
for "EXPANDED TOP" LDEVs. 

■ TotalPaths. The total number of paths that have been assigned to an LDEV 
"0" indicates that there is no path currently defined for an LDEV. 

■ Capacity (MB). The size of the LDEV in megabytes. 
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■ Reserved. Displays whether the LDEV is a reserved or normal volume. 
Reserved volumes are used by Auto LUN for data migration. The possible 
values for this column are "RESERVED" and "NORMAL." 

■ Deviceiype. Displays whether the LDEV is a command device or not. The 
possible values are CmdDev and LUN. 

■ CmdDevSecurity. Displays whether command device security is switched 
ON or OFF. This is applicable only for LDEVs designated as command 
devices. The possible values are ON and OFF. For all other devices, this value 
is N/A. 

■ RAID. Displays the RAID level of the parity group to which this LDEV 
belongs. The supported RAID levels are RAIDl and RAIDS. 

■ LDevType. Displays the kind of LDEV (custom or normal LDEV). 

Syntax 

list Idev [-cmddev | -lu | -unallocated] 
[-emulation <emulation_type . . .>] [-Idev <ldev. . .>] 
[-CU <cu. . . >] 

Arguments 

[-cmddev] 

Displays only the LDEVs that have been designated as command devices. 
This option also displays whether the command device security status is set to 
ON or OFF. This option cannot be used with the -lu and -unallocated 
options. 

[-lu] 

Displays the LDEVs that are not expanded ("NOT EXPANDED") and the top 
LDEVs in expanded volumes ("EXPANDED TOP"). This option cannot be 
used with the -cmddev and -unallocated options. 

[-unallocated] 

Displays all LDEVs that do not have any paths defined. This option cannot be 
used with the - cmddev and - lu options. 
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Example 



[-emulation <emulation_type . . .>] 

Used with other options or alone to display only LDEVs with the specified 
emulation types. <emulation_type> can be specified as one value or a 
set of values (for example, OPEN-E or OPEN-E:OPEN-3). -emulation 
used without any arguments will generate an error. 

[-Idev <idev. ..>] 

Displays only the specified LDEVs. <ldev> can be one value, a set of 
values, or a range of values (for example, A or 0:A:1A or 0-F). LDEVs must 
be specified in hexadecimal and are not case-sensitive. -Idev without any 
arguments will generate an error. 

If the -Idev option is used along with -cu, the output will consist of the 
specified LDEVs in the specified CUs. If any of the specified LDEVs do not 
exist, then those LDEVs will not be displayed. 

[-CU <cu. . . >] 

Displays only the LDEVs in the specified CUs. < cu> can be one value, a set 
of values, or a range of values (for example, 0 or 0:2:3 or 0-4). CUs must be 
given in hexadecimal, -cu without any arguments will generate an eiTor. 



list Idev without any options displays all the LDEVs defined in the disk 
array. 

cu LDEV 
00 00 
00 OA 
00 OB 
00 oc 

list Idev with the -1 option displays all the LDEVs defined in the disk array, 
along with the configuration information associated with each LDEV: CU, LDEV, 
Emulation, ExpansionStatus, Count, Raid, Paths, Capacity, Reserve, DeviceType, 
and CmdDevSecurity. 

cu LDEV Emulation ExpansionStatus Count Raid Paths Capacity 
Reserve DeviceType CmdDevSecurity 

0 00 OPEN-E EXPANDED_TOP 3 RAIDl 2 2347 

Normal Lun OFF 

0 01 OPEN-9 NOT_EXPANDED 3 RAIDl 2 2347 

NORMAL CmdDev ON 



Command View XP Command Line Interface (CLI) Reference Guide 



117 



CLI Commands for the XP128/XP1024 



[-cmddev] 

Displays all the command devices and their security switch status. For example, 
CU, LDEV, DeviceType, and CmdDevSecurity. 

cu LDEV DeviceType CmdDevSecurity 
0 08 CmdDev ON 
0 OF CmdDev OFF 

[-lu] 

Displays only the "NOT EXPANDED" and the "EXPANDED TOP" LDEVs and 
the count. 

cu LDEV Count 
0 08 2 
0 OF 6 

[-unallocated] 

The format of the output will be the same as the default output for li st Idev. 

The - 1 option output will be the same as the default output for 1 i s t 1 de v with 
the -1 option. 

[-emulation <emulation type...>] 

The output will consist of only the LDEVs with the specified emulation types. 

list Idev -emulation OPEN-E : OPEN-3 displays: 
cu LDEV Emulation 
0 00 OPEN-E 

0 01 OPEN-E 

0 OA OPEN-3 

0 OB OPEN-3 

list Idev -lu -emulation OPEN-E : OPEN-3 displays: 

cu LDEV Count Emulation 
0 08 2 OPEN-E 

0 OF 6 OPEN-3 



lis 
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list Idev -cu 0 -Idev a-f -emulation OPEN-E : OPEN-3 



displays: 






cu 


LDEV 


Emulation 


0 


00 


OPEN-E 


0 


01 


OPEN-E 


0 


OA 


OPEN-3 


0 


OB 


OPEN-E 



[-Idev <lclev...>\ 

If a disk array has LDEVs A to F in CU 0, and LDEVs A, B, D and E in CU 1, 
then list Idev -cu 0:1 -Idev A-F will display: 



cu 


LDEV 


0 


A 


0 


B 


0 


D 


0 


E 


0 


F 


0 


A 


1 


B 


1 


D 


1 


E 



In the previous example, LDEVs 1:C and 1:F are not displayed because they do 
not exist. 

The format of the output will be the same as the default output for list Idev 
and list Idev with -cmddev, -lu, -Idev, or -emulation, if those 
options are used. The output will consist of only the specified LDEVs. 

The - 1 option output depends on the options used. The format of the output will 
be the same as the output for list Idev -1 and list Idev -1 with 
-cmddev, -lu, -Idev, or -emulation, if those options are used. The output 
will consist of only the specified LDEVs. 

[-CU <Ctt...>] 

The format of the output will be the same as the default output for li st Idev 
and list Idev with -cmddev, -lu, -Idev, -emulation, if those options 
are used. The output will consist of only the LDEVs in the specified CUs. 



Command View XP Command Line Interface (CLI) Reference Guide 



119 



CLI Commands for the XP128/XP1024 



The - 1 option output depends on the options used. The format of the output will 
be the same as the output for list Idev -1 and list Idev -1 with 
-cmddev, -lu, -Idev, -emulation, if those options are used. The output 
will consist of only the LDEVs in the specified CUs. 
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list luse 

This command displays LUSE configuration details. A LUSE volume consists of 
more than one LDEV. The LUSE volume can be expanded in either of two modes: 
continuous, where the LDEVs are consecutive, and disperse, where the 
LDEVs are non-consecutive. All LDEVs in a LUSE volume must be in the same 
CU. CU number and LDEV number are represented in hexadecimal. 

Use list luse to query for the following information: 

■ CU. The CU number of the expanded volume. CU numbers are displayed in 
hexadecimal. 

■ LDev. The first LDEV number in the expanded volume. LDEV numbers are 
displayed in hexadecimal. 

■ DeviceLDEVs. The list of LDEVs, except the first LDEV, in the expanded 
volume. 

■ TotalPaths. The total number of paths that have been assigned to this LUSE. 

■ Emulation. The emulation type of this LUSE. The CLI displays only open 
volume emulations. 

■ Reserved. Specifies whether the LUSE is a reserved or normal volume. 
Reserved volumes are used by Auto LUN for data migration. The possible 
values for this column are "RESERVED" and "NORMAL." 

■ Deviceiype. Specifies whether the LUSE is a command device or not. The 
possible values are "CmdDev" and "LUN." 

■ Capacity (MB). This specifies the size of the LUSE in megabytes. 

Syntax 

list luse [-CU <cu...>] [-Idev <ldev. . .>] 
[-cmd <cmdname>] [-category <cindcategory>] 

Arguments 

[-CU <cu. . . >] 

Displays only the LUSE volumes in the specified CUs. <cu> can be one 
value, a set of values, or a range of values (for example, 0 or 0:2:3 or 0-4). 
CUs must be given in hexadecimal, -cu without any arguments will generate 
an error. 
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[-Idev <ldev. . .>] 

Displays only those LUSE volumes whose top LDEV matches any of the 
LDEVs specified. <ldev> can be one value, a set of values, or a range of 
values (for example, A or 0:A: 1 A or 0-F). LDEVs must be given in 
hexadecimal. -Idev without any arguments will generate an error. 

[-cmd <cmdname>] or [-category <cindcategory>] 

Displays the output with the command name or category appended at the 
beginning of the record with no headers. When used with -csv and -o, the 
formatted output obtained can be used as input. 

Example 

list luse without any options displays all the expanded luns defined in the 
disk array. 

CU LDEV DeviceLDEVs 

0 00 01,02,03 

0 OA 0B,OD,0E,0F 

The - 1 option output displays all the expanded luns defined in the disk array 
along with the total number of paths to this LUSE, emulation type, reserved 
status, device type, and capacity. 

CU LDEV DeviceLDEVs TotalPaths Emulation Reserve DeviceType 
CAPACITY 

0 00 01,02,03 0 OPEN-E RESERVE LUN 40 

0 OA OB,0D,0E,0F 2 OPEN-3 NORMAL CmdDev 

10 

[-CU <cu...>] 

The format of the output will be the same as the output for list luse. 
The -1 option output is the same as for list luse with the -1 option. 

[-Idev </flfeK„>] 

The format of the output will be the same as the default output for list luse. 

The -1 option output is the same as for list luse with the -1 option. 

If the -Idev option is used with the -cu option, the output will consist of all the 
specified LUSEs in the specified CUs. 
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list parity_group 



This command displays parity group configurations. Each parity group in the disk 
array is identified by its unique parity group name and has the following 
information associated with it: 

■ Domain. The domain number of the parity group. For parity group 2-1, the 
domain number is "2." 

■ PG. The PG number of the parity group. For Parity Group 2- 1 , the PG number 
is "1." 

■ Raid Type. The RAID type of the parity group (for example, RAIDS 
(3D+1P). 

■ Drive Type. The drive type of the parity group (for example, DKR2B-J18FC). 

■ VDev. A VDEV is a subdivision of a parity group and depends on the RAID 
level of the parity group and hard disk capacity. 

■ Emulation. The emulation type of the parity group. The CLI displays only 
open volume emulations. The display will show OPEN-* if a VDEV contains 
LDEVs that are a mix of emulation types. 

■ TotalFreeSpace. The total free space (in MB) in the VDEV that can be used 
for creating new custom LDEVs. 

■ IndividualFreeSpace. The individual free spaces (in MB) in the VDEV that 
can be used for creating new custom LDEVs. For example, if TotalFreeSpace 
is 5000, this attribute may specify two blocks of free space, for example 3000 
and 2000. 

■ InitializeCount. The number of LDEV IDs that need to be given for an 
initialize operation. To perform an initialize operation for a particular VDEV, 
you need to know how many new normal LDEVs will be created. This value 
gives that number, which is the number of normal volumes deleted on that 
VDEV. 

Syntax 

list parity_group [-fs] [-initializecount ] [-emulation] 
[-domain <domain . . .>] [-pg <PG...>] [-vdev <vdev. . .>] 
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Arguments 



[-fs] 

Displays domains, PGs, VDEVs, and individual free spaces. 

[-initializecount] 

Displays domains, PGs, VDEVs, and their respective initialize counts, 
[-emulation] 

Displays domains, PGs, VDEVs, and emulation types. 

[-domain <doniain...>] 

The output for this will be same as the output of list parity _group. The only 
difference that it will display information only for specified domains. 

[-pg <PG. . . >] 

The output will be same as the output of list parity _group (default), with the 
only difference being that it will display information only for the specified 
PGs. 

[-vdev <vdev. . .>] 

The output for this command is the same as the output of list parity _group 
(default), with the only difference being that it will display information for the 
only specified VDEVs. 



list parity_group without any options displays all domains, parity groups, 
and VDEVs. 



Example 



Domain 



PG 



VDev 



1 



1 



1 



1 



1 



2 



1 



2 



1 



1 



3 



1 
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The -1 option output displays all domains, parity groups, and the information 
associated with each parity group. 

Domain PG Vdev EmulationType RaidType DriveType 
TotalFreeSpace IndividualFreeSpace InitializeCount 



[-fs] 



1 1 


1 


OPEN-* 


RAIDS (3D+1P) 


DKR2B-Jlf 


3FC 


5000 




3000 


3 






1 1 


1 


OPEN-* 


RAIDS (3D+1P) 


DKR2B-Jlf 


3FC 


5000 




2000 


3 






1 1 


2 


OPEN-3 


RAIDS (3D + 1P) 


DKR2B-J1J 


3FC 


3000 




3000 


3 






1 2 


1 


OPEN-8 


RAIDl (2D+2P) 


DKR2B-Jlf 


3FC 


700 




700 


0 






1 3 


1 




RAIDS (3D+1P) 


DKR2B-Jlf 


3FC 


500 




500 


0 






Domain 


PG 


VDevIndividua IF ree Space 


1 




1 


1 


3000 




1 




1 


1 


2000 




1 




1 


2 


3000 




1 




2 


1 


700 




1 




3 


1 


soo 





The -1 option output is the same as for list parity_group. 

[-initializecount] 

Domain PG VDev InitializeCount 

1113 
112 3 

12 10 

13 10 

The -1 option output is the same as for list parity_group -1. 
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When -initializecount is used with -f s option, this display includes 
domains, PGs, VDEVs, their respective initialize count, and the individual free 
space values. 

Domain PG Vdev InitializeCount IndividualFreeSpaces 

1 1 1 3 3000 

1 11 3 2000 

1 1 2 3 3000 

1 2 1 0 700 

1 3 1 0 500 

[-emulation] 

Domain PG VDev EmulationType 

111 OPEN-* 

111 OPEN-* 

112 OPEN-3 

12 1 OPEN-8 

13 1 OPEN-9 

The -1 option output is the same as for list parity_group -1. 

[-domain <c/omain...>] 

list parity_group -domain 1 

Domain PG VDev 

1 11 

1 12 

1 2 1 

1 3 1 

The -1 option output is the same as for list parity_group. Only 
information for the specified domain will be displayed. 

The -f s option output is the same as for list parity_group -f s. Only 
information for the specified domain will be displayed. 

The -initializecount option output is the same as for list 
parity_group -initializecount. Only information for the specified 
domain will be displayed. 
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[-pg <PG...>] 

list parity_group -pg 1 

Domain PG VDev 

1 11 

1 12 

When -pg is used with the -1, -f s, -initializecount, or -domain 
options, the output will be as previously described. Only information for the 
specified PG will be displayed. 

[-vdev <vc/ev:..>] 

list parity_group -vdev 1 



Domain PG VDev 

1 11 

1 2 1 

1 3 1 



When -vdev is used with the -1, -f s, -initializecount, -domain, or 
-pg options, the output will be as previously described. Only information for the 
specified VDEV will be displayed. 
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list usable_cus 

This command lists the usable CUs present in the disk array. This is useful when 
creating custom LDEVs and initializing parity groups CLI commands. 

list usable_cus has the following information associated with it: 

■ CUID. This specifies the CU number. For the XP128/XP1024, the CU 
numbers range between 0 to 3 1 . CU numbers are displayed in hexadecimal. 



Syntax 



list usable cus 



Example 

list usable_cus displays all the CU IDs that can be used for configuration 
in the disk array. 

CUID 
0 

1 

2 
3 

The -1 and - col options cannot be used with this command. 
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list vsc 



The list vsc command displays the volume size configuration details for 
normal and custom volumes. Each LDEV is identified by the domain, parity 
group, VDEV, CU, and LDEV. 

list vsc has the following information associated with it: 

■ Domain. The domain to which an LDEV's parity group belongs. The 
XP128/XP1024 can have up to 12 domains. 

■ PG. The parity group number to which an LDEV belongs. The 
XP128/XP1024 have 1-32 parity groups per domain. 

■ Vdev. A VDEV is a subdivision of a parity group and depends on the RAID 
level of the parity group and the hard disk capacity. The XP128/XP1024 can 
have 1-16 VDEVs perPG. 

■ CU. The CU to which the LDEV belongs. In the XP128/XP1024, the CU 
number range is 0-3 1 . CUs are displayed in hexadecimal format. 

■ LDEV. The LDEV number. Each CU can have LDEVs in the range from 0 to 
255. LDEVs are displayed in hexadecimal format. 

■ Emulation. The emulation type of the LDEV. The CLI displays only open 
volume emulations. For LUSE volumes, the emulation type will be displayed 
as OPEN-X * n, where n represents the total number of LDEVs that comprise 
the LUSE volume. 

■ Capacit(MB). Capacity. The size of the LDEV in megabytes. 

■ RAID. The RAID level of the parity group to which an LDEV belongs. The 
supported RAID levels are RAIDl and RAID5. 

■ LDevType. The kind of LDEV (custom or normal). 

Syntax 

list vsc [[-domain <doinain...>] [-pg <PG. . .>] 

[-vdev <vdev. . .>] [-cv | -nv] [-deletable] ] | [-unused] 

Arguments 

[-domain <domain . . .>] 

The output displays all LDEVs defined in the disk array for the given domain 
numbers. 
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[-pg <PG. . . >] 

The output is limited to the given parity group numbers, 
[-vdev <vdev. . .>] 

The output is limited to the given VDEV numbers. 

[-CV] 

The output is limited to the custom volumes present in the disk array. 

[-nv] 

The output is limited to the normal volumes present in the disk array. 

[-deletable] 

Displays all LDEVs that can be deleted using the delete Idevs 
command. The LDEV must not have a path, be a part of a LUSE volume, be a 
command device or be an Auto LUN reserved volume. The output will be 
same as the default output for the list vsc command. 

[ -unused] 

Displays the LDEVs not present in the disk array. This information can be 
used to create new LDEVs. This command can be useful when used with the 
create custom_ldevs command, where you must supply CU:LDEV 
values for new LDEVs to be created. The default output displays all the 
LDEV numbers that are not present in the disk array. 

Example 

list vsc without any options displays all the custom and normal defined in the 
disk array. 



Domain 


PG 


Vdev 


CU 


LDEV 


LDevType 


1 


1 


1 


00 


00 


Custom 


1 


1 


1 


00 


OA 


Custom 


1 


1 


1 


00 


OB 


Custom 


1 


1 


1 


00 


OC 


Normal 
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The -1 option displays all the custom and normal volumes defined in the disk 
array along with the association configuration information. 

Domain PG Vdev CU LDEV Emulation Capacit (MB) RAID LDevType 



[-unused] 

list vsc 



0 
0 
0 
0 

-unused 



00 OPEN-E 2347 

01 OPEN-9*3 2347 
OA OPEN-3*5 2347 
OB OPEN-E 2347 



CU 


LDev 


0 


fO 


0 


fl 


0 


f2 


0 


f3 


0 


f4 


0 


f5 


0 


f6 


1 


ff 


2 


fO 


2 


ff 



RAIDl Normal 
RAIDS Custom 
RAIDS Custom 
RAIDS Normal 
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DKQ DKU, and TRAP Commands 

This section describes the following commands: 

■ list acp_status or list dka_status (page 133) 

■ list chip_status or list cha_status (page 135) 

■ list chp_status (page 137) 

■ list cm_status (page 138) 

■ list csw_status (page 139) 

■ list dkc_status (page 140) 

■ list dkp_status (page 141) 

■ Ust dku_status (page 142) 

■ Ust drr_status (page 143) 

■ list pg_status (page 144) 

■ Ust sm_status (page 147) 

■ list traps (page 148) 
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list acp_status or list dka_status 

This command displays array control processor (ACP) and disk adapter (DKA) 
details. The terms ACP and DKA refer to the same component. You can also 
provide ACP/DKA names to view the status of specific ACPs/DKAs. 

Syntax 

list acp_status 

[-acp <acpname . . .> \ -s <statustype . . .>] 
or 

list dka_status 

[-dka <dkaname . . . > \ -s <statustype . . .>] 

Arguments 

[-acp <acpname . . .>] or [-dka <dkaname . . .>] 

Displays the status of the specified ACPs/DKAs. <acpname> or 
<dkaname> can be one value, a set of values, or a range of values (for 
example, IC or 1C:1D or IC-IE) . 

[-S <statustype . . .>] 

Displays only those ACPs/DKAs with the specified status type. 
<statustype> can be one value or a set of values (for example, acute or 
acute: service). Values are normal, acute, service, moderate, and serious. 

Example 

Clustert DKA# Name Status 
1 1 DKA-IB Normal 
1 2 DKA-IC Service 
1 3 DKA-ID Acute 
1 4 DKA-IE Serious 
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-I Option 

The -1 option lists a detailed error status for the ACPs/DKAs with errors. 

Component Status REFCODE Category Error 

DKA-IC Moderate 3D9D10 DKA Processor Error Injustice DC Voltage 
Control 

DKA-ID Moderate 3D9E20 DKA Processor Error Injustice CE MODE 
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list chip_status or list cha_status 



This command displays channel host interface processor (CHIP) and channel 
adapter (CHA) status details. The terms CHIP and CHA refer to the same 
component. You can also provide CHIP/CHA names to view the status of specific 
CHIPs/CHAs. 



Syntax 

list chip_status 

[-chip <chipname . . .> \ -s <statustype . . .>] 
or 

list cha_status 

[-cha <chaname . . .> \ -s <statustype . . .>] 

Arguments 

[-chip <chlpname . . .>] or [-cha <chaname . . .>] 

Displays the status of the specified <chipname> or <chaname>. It can be 
one value, a set of values, or a range of values (for example, IP or 1P:1Q or 
IP-IS). 

[-S <statustype . . .>] 

Displays only those CHIPs/CHAs with the specified status types. 
<statustype> can be one value or a set of values (for example, acute or 
acute: service). Values are normal, acute, service, moderate, and serious. 

Example 

Cluster* CHA# Name Status 
1 1 CHA-IP Normal 
1 2 CHA-IQ Service 
1 3 CHA-IR Acute 
1 3 CHA-IS Serious 
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-I Option 

The - 1 option displays detailed error status for the CHIP/CHA. 

Component Status REFCODE Category Error 

CHA-IP Moderate 399D00 CHA Processor Error Injustice DC Voltage 
Control 

CHA-IQ Moderate 399E10 CHA Processor Error Injustice CE MODE 
CHA-IR Normal 
CHA-IS Normal 



136 



Command View XP Command Line Interface (CLI) Reference Guide 



list chp_status 



This command displays channel processor (CHP) details. You can also provide 
chip names to view the status of specific CHPs. 



Syntax 



Arguments 



Example 



list chp_status 

[-chp <chpname . . .> \ -s <statustype . . .>] 



[-chp <chpname . . .>] 

Displays the status of the specified CHPs. <chpname> can be one value, a 
set of values, or a range of values (for example, OOlP or 001P:001Q or 
OOlP-OOlS). 

[-S <statustype . . .>] 

Displays only those CHPs with the specified status types. <statustype> 
can be one value or a set of values (for example, acute or acute: service). 
Values are normal, acute, service, moderate, and serious. 



Clustert CHA# CHP# Name Status 
111 CHPOO-IP Normal 

12 2 CHPOO-IQ Service 

13 3 CHPOO-IR Acute 

14 4 CHPOO-IS Serious 

-I Option 

The -1 option lists a detailed error status for the CHPs with errors. 

Component Status REFCODE Category Error 

CHP02-1P Service 307102 CHA Processor Error CHKIB threshold over 

CHPll-lQ Serious 309011 CHA Processor Error LDEV blockade (Effect 
of Processor blockade) 
CHPOO-IR Normal 
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list cm status 



This command displays cache memory (CM) details. You can also provide cache 
memory names to view the status of specific CMs. 

Syntax 

list cm_status [-cm <cniname...> | -s <statustype . . . >] 

Arguments 

[-cm <cinname . . . >] 

Displays the status of the specified CMs. < cmname> can be one value or a set 
of values (for example, IT or 1T:1U). 

[-S <statustype . . .>] 

Displays only those CMs with the specified status types. <statustype> 
can be one value or a set of values (for example, acute or acute: service). 
Values are normal, acute, service, moderate, and serious. 

Example 

Cluster! Cache# Name Status 
1 0 Caohe-IT Normal 

-I Option 

The -1 option lists a detailed error status for the CMs with errors. 

Component Status REFCODE Category Error 

CACHE-IU Moderate FFF602 Cache Error Injustice DC voltage 
control 

CACHE-2F Moderate FFF703 Cache Error Injustice CE MODE 
CACHE-IT Normal 
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list csw status 



Syntax 



Arguments 



Example 



This command displays cache switch (CSW) details. You can also provide CSW 
names to view the status of specific CSWs. 



list csw_status 

[-CSW <cswname . . .> \ -s <statustype . . .>\ 



[-CSW <cswname . . .>] 

Displays the status of the specified CSWs. <cswname> can be one value or a 
set of values (for example, IN or 1A:1Q). 

[-S <statustype . . .>] 

Displays only those CSWs with the specified status types. <statustype> 
can be one value or a set of values (for example, acute or acute:service). 
Values are normal, acute, service, moderate, and serious. 



Cluster* CSW# Name Status 
1 0 CSW-IN Normal 
1 0 CSW-IP Service 

-I Option 

The -1 option lists a detailed error status for the CSWs with errors. 

Component Status REFCODE Category Error 

CSW-IN Moderate FF2002 CSW error Injustice DC voltage control 

CSW-IA Moderate FF2100 CSW error Injustice CE MODE 
CSW-IP Normal 
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list dkc_status 

This command displays the disk controller (DKC) components and their overall 
status. 

Syntax 

list dkc_status 

Example 

Component, Status 
Processor, Normal 
CSW, Serious 
Cache, Moderate 
Shared Memory, Normal 
Power Supply, Normal 
Battery, Normal 
Fan, Normal 
Environment, Serious 
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list dkp_status 



Syntax 



Arguments 



Example 



This command displays disk processor (DKP) details. You can also provide DKP 
names to view the status of specific DKPs. 



list dkp_status [-dkp <dkpname . . .> \ 
-s <statustype . . . >] 



[-dkp <dkpname . . .>] 

Displays the status of the specified DKPs. <dkpname> can be one value, a 
set of values, or a range of values (for example, 801C or 801C:801D or 
801C-801E). 

[-S <statustype . . .>] 

Displays only those DKPs with the specified status types. <statustype> 
can be one value or a set of values (for example, acute or acute: service). 
Values are normal, acute, service, moderate, and serious. 



Cluster* DKA# DKP# Name Status 
111 DKP80-1B Normal 

12 2 DKP80-1C Service 

13 3 DKP80-1D Acute 

14 4 DKP80-1E Serious 

-I Option 

The -1 option lists a detailed error status for the DKPs with errors. 

Component Status REFCODE Category Error 

DKP81-1B Moderate 3D9B01 DKA Processor Error SMA slave error 
DKPAl-lD Moderate 3D9C21 DKA Processor Error MPA slave error 
DKP80-1E Normal 
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list dku status 



Syntax 
Example 



This command displays the disk cabinet unit (DKU) component details and status. 



list dku status 



Component, Status 
Power Supply, Normal 
Fan, Normal 
Environment, Serious 
Drive, Acute 
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list drr status 



This command displays disk recovery and regeneration (DRR) details. You can 
also provide DRR names to view the status of specific DRRs. 



Syntax 



Arguments 



Example 



list drr_status [-drr <drrname...> \ 
-s <statustype . . . >] 



[-drr <drrname...>] 



Displays the status of the specified DRRs. <drrname> can be one value, a 
set of values, or a range of values (for example, 801B or 801B:801C or 
801D-801E). 

-s <statustype . . .>] 

Displays only those DRRs with the specified status types. <statustype> 
can be one value or a set of values (for example, acute or acute: service). 
Values are normal, acute, service, moderate, and serious. 



Clustert DKA# DRR# Name Status 
111 DRR80-1B Normal 

12 2 DRR80-1C Service 

13 3 DRR80-1D Acute 

14 4 DRR80-1E Serious 

-I Option 

The - 1 option lists a detailed error status for the DRRs with errors. 

Component Status REFCODE Category Error 

DRR81-1B Moderate 3D9B01 DKA Processor Error SMA slave error 
DRRAl-lD Moderate 3D9C21 DKA Processor Error MPA slave error 
DRR80-1E Normal 
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list pg_status 



This command displays parity group (PG) status details. 



Syntax 

list pg_status [-s <statustype . . .>] [-pg <pgname...> \ 
-domain <domain...> \ -dku <dku...>] 
[-disk I -Idev | -map] 

Arguments 

[-S <statustype . . .>] 

Displays only parity groups with the specified status types. <statustype> 
can be one value or a set of values (for example, acute or acute: service). 
Values are normal, acute, service, moderate, and serious. 

[-pg <pgname . . .>] 

Displays only the specified parity groups (for example, 1-1 or 1-2 or 1-1:1-2). 

[-domain <domain . . .>] 

Displays only the parity groups in the specified domains (for example, 1 or 
1:3). 

[-dku <dku . . . >] 

Displays only the parity groups in the specified DKUs (for example, Rl or R3 
orRl:R3). 

[-disk] 

Displays physical disk status details. 

[-Idev] 

Displays logical device (LDEV) status details. 

[-map] 

Displays the parity group status details for connected parity groups. 
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Example 

DKU# FB4# PG# Name Size (MB) Status 

111 1-1 20 Normal 

112 1-2 30 Service 

[-map] 

DKU FB4# PG# Name Size (MB) Status ConnectedPGs 
Rl 1 1 1-1 1295266 Normal 1-1; 1-2 
Rl 1 3 1-3 545142 Normal 
Rl 1 4 1-4 684072 Service 

[-disk] 

DKU# PG Disk Status 
1 1-1 RlOO Normal 
1 1-2 R200 Service 

[-Idev] 

DKU# PG Ldev Size (MB) Emulation Status 
1 1-1 0:00 20 OPEN-3 Normal 
1 1-2 0:20 30 OPEN-9 Service 

[-1] 

DKU# PG Component Status REFCODE Category Error 

Rl 1-1 R120 Service EF2200 Drive error (normal R/W) Drive 
blockade (Effect of Dynamic sparing normal end) 

Rl 1-1 R130 Serious 43C300 Drive error (normal R/W) Drive 
blockade (media) 

Rl 1-2 * Normal 

Rl 1-3 * Normal 

"*" indicates that all the components in that parity group are normal. If any of the 
components in a parity group have errors, then only those component names are 
specified. 
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Example 1 

list pg_status -1 

DKU FB4 PG Status REFCODE Category Error 

Rl 1 1 Service EF2200 Drive error (normal R/W) Drive blockade 
(Effect of Dynamic sparing normal end) 

Rl 1 1 Serious 43C300 Drive error (normal R/W) Drive blockade 
(media) 

Example 2 

list pg_status -1 -disk 

DKU PG Disk Status REFCODE Category Error 

Rl 1-1 R120 Service EF2200 Drive error (normal R/W) Drive 
blockade (Effect of Dynamic sparing normal end) 

Rl 1-1 R130 Serious 43C300 Drive error (normal R/W) Drive 
blockade (media) 

Example 3 

list pg_status -1 -Idev 

DKU PG Ldev Status REFCODE Category Error 

Rl 1-1 0:05 Service D32005 Pair volume status error HODM for 
this volume was deleted (Operation from an SVP/remote console 

Rl 1-1 0:9 Service D31009 Pair volume status error HODM 
completed the migration copy for this volume 
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list sm_status 

This command displays shared memory (SM) details. You can also provide shared 
memory names to view the status of specific SMs. 

Syntax 

list sm_status [-sm <sniname...> | -s <statustype . . . >] 

Arguments 

[-sm <sniname . . . >] 

Displays the status of the specified SMs. <smname> can be one value or a 
range of values (for example, A or A:B). 

[-S <statustype . . .>] 

Displays only those SMs with the specified status types. <statustype> 
can be one value or a set of values (for example, acute or acute: service). 
Values are normal, acute, service, moderate, and serious. 

Example 

CSW#,Name, Status 
0 , Side-A, Normal 

-I Option 

The -1 option lists a detailed error status for the SMs with errors. 

Component Status REFCODE Category Error 

Side-B Service FFECOl Shared Memory Error CHK3 threshold over 
Side-A Normal 
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list traps 



This command displays all the events from the disk array that have resulted in an 
SNMP trap. 

Syntax 

list traps [-n <coniponentname . . . >] [-r <refcode...>] 
[-S <statustype . . .>] [-c <category>] 



Arguments 

[-n <componentname . . . >] 

Lists traps for the specified components. < component name> can be one 
value or a set of values (for example, CHA-IP or CHA-1P:DRR80-1D). 

[-r <refcode...>] 

Lists traps with the specified reference codes. <refcode> can be one value 
or a set of values (for example, BF121 1 or BF1211-FFF01C). 

[-S <statustype . . .>] 

Lists traps with the specified status types. <statustype> can be one value 
or a set of values (for example, acute or acute:service). Values are normal, 
acute, service, moderate, and serious. 

[-C <category>] 

Lists traps in the specified category. <category> must be one value (for 
example, CHA Processor Error). 
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Example 



Component, STATUS, REFCODE, CATEGORY, ERROR, Date, Time 

CHA-IP, Moderate, 399D00, CHA Processor Error, Injustice DC 
Voltage Control, 10/03/2001, 04 : 95 

CHA-IQ, Moderate, 399E10, CHA Processor Error, Injustice CE MODE, 
10/03/2001, 04 : 95 

R120, Service EF2200, Drive error (normal R/W) , Drive Blockade 
(Effect of Dynamic sparing normal end), 10/03/2 001,04:95 

DRRAl-lD, Moderate, 3D9C21, DKA Processor Error, MPA slave error, 
10/03/2001, 04 : 95 

CHA-IQ, Moderate, 399E10, CHA Processor Error, Injustice CE MODE, 
10/03/2001,04 : 95 
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CLI Commands for the 
XP48/XP256/XP512 




This chapter contains CLI commands for LUN and volume management 
specifically for the XP48/XP256/XP512. This chapter also contains additional 
CLI commands to list information about DKC and DKU components, and SMNP 
traps. 

There are some commands available for the XP48 or XP512 that are not available 
for the XP256. Each command description clearly specifies when a command is 
not supported for the XP256. 
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LUN MANAGEMENT Commands 

This section describes the following commands: 

■ add lun_to_lun_group (page 154) 

■ add security_to_lun (page 155) 

■ add security_to_lun_group (page 156) 

■ add wwn (page 157) 

■ add wwn_to_wwn_group (page 158) 

■ create lun (page 159) 

■ create lun_group (page 160) 

■ create wwn_group (page 161) 

■ delete lun (page 162) 

■ delete lun_from_lun_group (page 163) 

■ delete lun_group (page 164) 

■ delete lun_security (page 165) 

■ delete security _from_lun (page 166) 

■ delete security _from_lun_group (page 167) 

■ delete wwn (page 168) 

■ delete wwn_from_wwn_group (page 169) 

■ delete wwn_group (page 170) 

■ list cmd_device (page 171) 

■ list count_for_volume_initialize (page 172) 

■ list free_ldev (page 173) 

■ Ust lun (page 174) 

■ list lun_group (page 175) 

■ list lun_group_security (page 176) 

■ Ust lun_security (page 177) 

■ list pg_freespace_info (page 178) 

■ list pg_volume_info (page 179) 

■ list port (page 1 80) 
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■ list security_switch (page 181) 

■ list wwn (page 1 82) 

■ list wwn_group (page 183) 

■ modify cmd_device (page 1 84) 

■ modify fibre_address (page 185) 

■ modify fibre_topology (page 186) 

■ modify host_mode (page 187) 

■ modify lun_group_nickname (page 1 89) 

■ modify security _s witch (page 190) 

■ modify wwn (page 191) 

■ modify wwn_group_nickname (page 192) 

■ modify wwn_nickname (page 193) 

■ remove wwn_group (page 194) 
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add lun_to_lun_group 



This command appends LUNs (or paths) to an existing LUN group. LUNs must 
have the same security defined. 



Syntax 



add lun_to_lun_group <portname> , <lun_group_nickname> , 
<lun id. . .> 



Arguments 

<portnanie> 

The port to which the the LUNs are to be added. Port names are not 
case-sensitive. 

< I un_ gro up_n ickname> 

The LUN group nickname of the LUN group to which the path is to be added. 

<lun_id . . . > 

The LUN ID of the path to be added to the LUN group. LUN IDs must be 
expressed in hexadecimal. 

Example 

add lun_to_lun_group CLl-A, nickl. Of, 2f 
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add security_to_lun 



This command assigns security to a LUN and associates that LUN with one or 
more WWNs or WWN groups. Only the host WWN or WWN group associated 
with this LUN can access this LUN. 



Syntax 



Arguments 



Example 



add security_to_lun <portname> , <lun_id> , <wwn>, 
<wwn_group> [ , <wwn2> , <wwn_group2> . . . ] 



<portname> 

The port from which the LUN has been created. Port names are not 
case-sensitive. 

<lun_id> 

The LUN ID of the LUN to be associated. LUNs must be given in 
hexadecimal. 

<wwn> 

The WWN of the LUN to be associated. 
<wwn_group> 

The WWN group of the LUN to be associated. 



add security_to_lun CLl-A, 00, wwnl, wwnGrpl 
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add security_to_lun_group 



This command assigns security to a LUN group and associates that LUN group 
with one or more WWNs or WWN groups. Only the host WWN or WWN group 
associated with this LUN group can access this LUN group. 



Syntax 



Arguments 



Example 



add security_to_lun_group <portname> , 
<lun_group_nickname> , <wwn>, <wwn_group> 
[ , <wwn2> , <wwn_group2> . . . ] 



<portname> 

The port from which the LUN group has been created. Port names are not 
case-sensitive. 

<lun_group_nickname> 

The LUN group nickname of the LUN group to be associated. 

<wwn> 

The WWN of the LUN group. 
<wwn_group> 

The WWN group of the LUN group. 



add securitY_to_lun_group CLl-A, lunGrpl, wwnl, wwnGrpl 
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add 



wwn 



Syntax 



Arguments 



Example 



This command adds one or more WWNs to a port. Any number of WWNs can be 
given in the same command. 



add wwn <portname> , <wwn>, <wwn_nickname> 
[,<wwn2>, <wwn_nickname2> . . .] 



<portname> 

The port to which the WWNs are to be added. Port names are not 
case-sensitive. 

<wwn> 

The WWN to be added. 
<wwn_nicknaine> 

The WWN nickname to be used for a WWN. 



add wwn CLl-C, 0123456789abcdef , wwnO, aaaaaaaaaaaaaaaa, wwnl 
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add wwn_to_wwn_group 

This command adds WWNs to an existing WWN group. All the WWNs in a 
group must have the same security information. 

Syntax 

add wwn_to_wwn_group <portname> , <wwn_group_nickname> , 

< wwn . . . > 

Arguments 

<portnanie> 

The port of the WWN group to which the WWNs are to be added. Port names 
are not case-sensitive. 

<wwn_group_nickname> 

The WWN group nickname of the WWN group. 

< wwn . . . > 

The WWN to be added. 

Example 

add wwn_to_wwn_group CLl-C, wwnGrpl, wwnO, wwnl 
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create lun 



This command creates a LUN (or path). This command will execute successfully 
if no path from the port to the LDEV and no other LUN is assigned for the port, 
SCSI ID, and LUN ID. This command allows for the addition of multiple paths in 
the array in one operation. Each port can have maximum of 256 paths. 

A range can be given for either ports or LUN IDs and LDEVs, but not both. 
Specify range values within square brackets [ ]. 



Syntax 

create lun <portname> , <scsi_id> , <lun_id> , <cu>, 
<ldev> 

Arguments 

<portnanie> 

The port from which the path has to be created. Port names are not 
case-sensitive. 

<scsl_id> 

The SCSI ID to assign to the path being created. SCSI IDs are represented in 
hexadecimal. 

<lun_id> 

The LUN ID to assign to the path being created. LUN IDs are represented in 
hexadecimal. 

<cu> 

The CUs to which paths have to be created. CUs must be specified in 
hexadecimal. 

<ldev> 

The LDEVs to which paths have to be created. LDEVs must be specified in 
hexadecimal. 

Example 

create lun CLl-A, Of, 10, 0, 1 

create lun [CLl-A-CLl-E] , Of, 23, 0, 2b 

create lun CLl-A, Of, [24-2f ] , 0, [2b-36] 
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create lun_group 

This command creates a LUN group. If the LUN group already exists, the 
operation will fail. 

Syntax 

create lun_group <portname> , <lun_group_nickname> , 
<lun_id . . . > 

Arguments 

<portnanie> 

The port from which the LUN group has to be created. Port names are not 
case-sensitive. 

< I un_ gro up_n ickname> 

The LUN group nickname to be created. 

<lun_id . . . > 

The LUN ID to assign to the group being created. LUN IDs must be expressed 
in hexadecimal. 

Example 

create lun_group CLl-A, Nickl, Of, 2f 
create lun_group CLl-A, Nickl, Of, [a-f] 
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create wwn_group 

This command creates a WWN group with nickname and associates WWNs. All 
WWNs to be in the group must have same security information. 

Syntax 

create wwn_group <portname> , <wwn_group_nickname> , 
<wwnl>, <wwn2>, [<wwn3> . . . ] 

Arguments 

<portnanie> 

The port to which the WWN group is to be created. Port names are not 
case-sensitive. 

< wwn_ gro up_n ickname> 

The WWN group nickname to assign to the WWN group. 
<wwnl>, <wwn2> 

The WWNs to be added. There should be at least two WWNs. 

Example 

create wwn_group CLl-C, wwnGrpl , wwnO , wwnl 
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delete lun 

This command deletes a specified LUN (or path). 

A range can be given for either ports or LUN IDs and LDEVs, but not both. 
Specify range values within square brackets [ ]. 

Syntax 

delete lun <portname> , <scsiID> , <lunID> , <cu>, <ldev> 

Arguments 

<portnanie> 

The port of the path to be deleted. Port names are not case-sensitive. 

<scsiID> 

The SCSI ID of the path to be deleted. SCSI IDs must be expressed in 
hexadecimal. 

<lunID> 

The LUN ID of the path to be deleted. LUN IDs must be expressed in 
hexadecimal. 

<cu> 

The CU number of the path to be deleted. CU numbers are specified in 
hexadecimal. 

<ldev> 

The LDEV number of the path to be deleted. LDEVs must be given in 
hexadecimal. 

Example 

delete lun CLl-A, Of, 10, 0, 01 

delete lun [CLl-A-CLl-E] , Of, 23, 0, 2b 

delete lun CLl-A, Of, [24-2f], 0, [2b-36] 
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delete lun_fromJun_group 



This command deletes a LUN (or path) from a LUN group. If there is only on 
LUN in the LUN group, the LUN group is also deleted. 



Syntax 



delete lun_f rom_lun_group <portname> , 
<lun_group_nickname> , <lun_id. . .> 



Arguments 

<portname> 

The port of the LUN group from which the path is to be deleted. Port names 
are not case-sensitive. 

<lun_group_nickname> 

The LUN group nickname of the LUN group from which the path is to be 
deleted. 

<lun_id . . . > 

The LUN ID of the path to be deleted from the LUN group. LUNs must be 
given in hexadecimal. 

Example 

delete lun_f rom_lun_group CLl-A, Nickl, Of, 2f 
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delete lun_group 



Syntax 
Arguments 



Example 



This command deletes a LUN group. 



delete lun_group <portname> , <lun_group_nickname> 



<portname> 

The port of the path to be deleted. Port names are not case-sensitive. 

<lun_group_nickname> 

The LUN group nickname that is to be deleted. 



delete lun_group CLl-A, nickl 



164 



Command View XP Command Line Interface (CLI) Reference Guide 



delete lun_security 

This command deletes security information for a LUN (or path). 

Syntax 

delete lun_security <portname> , <lun_id> 

Arguments 

<portnaine> 

The port of the path whose security information is to be deleted. Port names 
are not case-sensitive. 

<lun_id> 

The LUN ID of the path whose security information is to be deleted. LUNs 
must be given in hexadecimal. 

Example 

delete lun_security CLl-C, Of 
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delete security_from_lun 

This command disassociates a WWN/WWN group specified in the command 
from the LUN. This is opposite of the add security_to_lun command (see 
page 155). 

Syntax 

delete security_f rom_lun <portname> , <lun_id> , 
<wwn/wwnGroup . . .> 

Arguments 

<portnaine> 

The port of the path to be deleted. Port names are not case-sensitive. 

<lun_id> 

The LUN ID of the LUN whose security is to be deleted. LUNs must be given 
in hexadecimal. 

<wwn/wwnGroup . . .> 

The WWN or WWN group nickname to be disassociated from the LUN 

Example 

delete security_f rom_lun CLl-C, Of, wwnl 
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delete security_from_lun_group 

This command deletes security from a LUN group. You must specify at least one 
WWN or WWN group nickname. This is opposite of the add 
security_to_lun_group command (see page 156). 

Syntax 

delete security_f rom_lun_group <portname> , 
<lun_group_name> , <wwn/wwnGroup . . .> 

Arguments 

<portnaine> 

The port of the LUN group whose security is to be deleted. Port names are not 
case-sensitive. 

< I un_ gro up_n ame> 

The LUN group whose security is to be deleted. 

<wwn/wwnGroup . . .> 

The WWN or WWN group nickname to be disassociated from the LUN 
group. 

Example 

delete security_f rom_lun_group CLl-C, lunGrpl, wwnl, wwngl 
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delete wwn 

This command deletes the WWN for a port. 

Syntax 

delete wwn <portname> , <wwn_nickname> 

Arguments 

<portnaine> 

The port from which the WWN is to be deleted. Port names are not 
case-sensitive. 

<wwn_nicknaine> 

The WWN nickname to be deleted. 

Example 

delete wwn CLl-C, wwnl 
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delete wwn_from_wwn_group 

This command deletes one or more specified WWNs from a particular WWN 
group. This command does not allow you to delete WWNs from a WWN group 
that have less than two WWNs in the group. 

Syntax 

delete wwn_f rom_wwn_group <portname> , 
<wwn_group_nickname> , <wwn . . .> 

Arguments 

<portnaine> 

The port of the WWN group from which the WWN is to be deleted. Port 
names are not case-sensitive. 

<wwn_group_nickname> 

The WWN group nickname of the WWN group. 
< wwn . . . > 

The WWN to be deleted. 

Example 

delete wwn_f rom_wwn_group CLl-A, wwnGrpl, wwnl, wwn2 
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delete wwn_group 

This command deletes a WWN group. You cannot delete the WWNs defined in 
the group with this command. To delete the WWNs as well, also use the remove 
wwn_group command (see page 194). 

Syntax 

delete wwn_group <portname> , <wwnGrpNickname> 

Arguments 

<portnanie> 

The port from which the WWN group is to be deleted. Port names are not 
case-sensitive. 

<wwnGrpNicknanie> 

The WWN group nickname to be deleted. 

Example 

delete wwn_group CLl-C, wwnGrpl 
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list cmd device 



This command lists the command devices on the disk array. If there are no 
command devices, no values are displayed. 

Syntax 

list cmd_device 

Output 

This command displays the following information: 

■ CU 

■ LDEV 
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list count for volume initialize 



This command lists the number of normal volumes deleted in the disk array that 
can be used for volume initialize operation. 

This command is not supported for the XP256. 

Syntax 

list count_f or_volume_initialize [-pg <paritygroup>] 

Arguments 

[-pg <paritygroup>] 

If the -pg option is provided, then the output shows only information for the 
specified parity group. 

Output 

This command displays the following information: 

■ Parity group 

■ Count 
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list free_ldev 



This command lists the free or unallocated LDEVs in the disk array. 
Free/unallocated LDEVs are LDEVs that don't have any paths assigned to them 
yet. 



Syntax 

list free_ldev [-cu <cu>] 



Arguments 

[-CU <cu>] 

If the -cu option is provided, then the output shows all paths relevant to that 
CU. CUs must be given in hexadecimal. 



Output 

This command displays the following information: 

■ CU 

■ LDEV 
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list I 



un 



Syntax 
Arguments 



Output 



This command displays path related configuration details. This command also 
lists paths belonging to a particular port. 



list lun [-port <portnaTne>] 



[-port <portname>] 

If the -port option is provided, then the output shows only paths for the 
specified port name. Port names are not case-sensitive. 



This command displays the following information: 

■ Port name 

■ SCSI ID 

■ LUN ID 

■ CU 

■ LDEV 

■ Capacity (MB) 

LUN IDs, CUs, and LDEVs are provided in hexadecimal. 
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list lun_group 

This command lists LUN group information for the disk array. 

Syntax 

list lun_group [-port <portname> [-group <groupname>] ] 

Arguments 

[-port <portname> [-group <groupname>] ] 

If the -port option is provided, you can also use the -group option. The 
output shows only LUNs for the specified port and group name. Port names 
are not case-sensitive. 

Output 

This command displays the following information: 

■ Port name 

■ LUN group name 

■ LUNs 
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list lun_group_security 

This command lists LUN group security information for the disk array. 

Syntax 

list lun_group_security [-port <portname> 
[-group <groupname>] ] 

Arguments 

[-port <portname> [-group <groupname>] ] 

If the -port option is provided, you can also use the -group option. The 
output shows only the LUN security information for the specified port and 
group name. Port names are not case-sensitive. 

Output 

This command displays the following information: 

■ Port name 

■ LUN group name 

■ WWNs 

■ WWN group names 
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list lun_security 

This command lists LUN security information for the disk array. 

Syntax 

list lun_security [-port <portnaine>] 

Arguments 

[-port <portname>] 

If the -port option is provided, then the output shows only LUN security 
information for the specified port name. Port names are not case-sensitive. 

Output 

This command displays the following information: 

■ Port name 

■ LUN ID 

■ WWNs 

■ WWN groups 
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list pg_freespace_info 

This command lists the free space available in the parity groups. 
This command is not supported for the XP256. 

Syntax 

list pg_f reespace_inf o [-pg <paritygroup>] 

Arguments 

[-pg <paritygroup>] 

If the -pg option is provided, then the output shows only information for the 
specified parity group. 

Output 

This command displays the following information: 

■ Parity group 

■ Free space 
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list pg_volume_info 



This command lists the CUs in the disk array per parity group. 
This command is not supported for the XP256. 

Syntax 

list pg_volume_inf o [-pg <paritygroup>] 

Arguments 

[-pg <paritygroup>] 

If the -pg option is provided, then the output shows only information for the 
specified parity group. 

Output 

This command displays the following information: 

■ Parity group 

■ CU 

■ Number of LDEVs 

■ Emulation 

■ Attribute 
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list port 

This command lists all the ports of the disk array. 

Syntax 

list port 

Output 

By default, this command displays the following information: 

■ Port name 

■ Host mode 

■ Fibre address 

■ Fibre topology 

Fibre Topology Values 

1 = Fabric on and FC-AL 

2 = Fabric off and FC-AL 

3 = Fabric on and point-to-point 

4 = Fabric off and point-to-point 

5 = Not a Fibre Channel port 
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list security_switch 



This command lists security switch information for the disk array. 



Syntax 

list security_switch [-port <portnaine>] 



Arguments 



Output 



[-port <portname>] 

If the -port option is provided, then it lists the LUN security information for 
that port name. Port names are not case-sensitive. 



This command displays the following information: 

■ Port name 

■ Security switch 
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list 



wwn 



Syntax 
Arguments 



Output 



This command lists WWN information for WWNs registered with disk array 
ports. 



list wwn [-port <portnaTne>] 



[-port <portname>] 

If the -port option is provided, then the output shows only WWNs for the 
specified port name. Port names are not case-sensitive. 



This command displays the following information: 

■ Port name 

■ WWN nickname 

■ WWN 
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list wwn_group 

This command lists WWN group information for the disk array. 

Syntax 

list wwn_group [-port <portname> [-group <groupname>] ] 

Arguments 

[-port <portname> [-group <groupname>] ] 

If the -port option is provided, you can also use the -group option. The 
output shows only WWNs for the specified port and group name. Port names 
are not case-sensitive. 

Output 

This command displays the following information: 

■ Port name 

■ WWN group name 

■ WWNs 
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modify cmd_device 

Use this command to set an LDEV as a command device or to release an existing 
command device. 

Syntax 

modify cmd_device <cu>, <ldev> , SET | RELEASE 

Arguments 

<cu> 

The CU whose LDEV is to be set or released as a command device. The CU 
must be specified in hexadecimal. 

<Idev> 

The LDEV that is to be set or released as a command device. The LDEV must 
be specified in hexadecimal and is not case-sensitive. 

SET I RELEASE 

If the flag is has the value SET, the LDEV is made a command device. If flag 
has the value RELEASE, the existing command device is released. 

Example 

modify cmd_device 0, Of, SET 
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modify fibre_address 



Syntax 
Arguments 



Example 



This command modifies a port's Fiber Channel address. 



modify f ibre_address <portname> , <fibre_address> 



<portname> 

The port whose address is to be modified. Port names are not case-sensitive. 
<fibre_address> 

The address to be set. The fibre address is specified as a loop ID value. 



modify f ibre_address CLl-A, 10 
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modify fibre_topology 

This command modifies a port's Fibre Channel topology. 

Syntax 

modify f ibre_topology <portname> , <fibre_topology> 

Arguments 

<portname> 

The port whose topology is to be modified. Port names are not case-sensitive. 

< fibre_topol ogy> 

The topology to be set. The fibre topology is specified in a range between 1 to 
4. 

Example 

modify f ibre_topologY CLl-A, 4 
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modify host_mode 

This command modifies a port's host mode. 

Syntax 

modify host_mode <portname> , <hostmode> 

Arguments 

<portname> 

The port whose host mode is to be modified. Port names are not 
case-sensitive. 

<hostmode> 

The new host mode to be set. The following host mode values are supported 
for the XP48/XP256/XP512: 

Fast-wide and Fibre Channel support for the XP48/XP256/XP512: 

■ 00: Standard 

■ 03: Reserved 

■ 04: Sequent 

■ 05 -07: Reserved 

■ 08: HP-UX 

■ 09: VxVM-DMP 

■ OA: NetWare 

■ OC: MS Cluster Server 

■ OD - OF: Reserved 

Ultra SCSI support for the XP256: 

■ 10: Standard 

■ 11:IBM-7135 

■ 12: NCR 

■ 13: Reserved 

■ 14, 15: Sequent 

■ 16, 17: Reserved 
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Example 



18: HP-UX 

19: VxVM-DMP 

lA: NetWare 

IB: MPE/iX 

IC: MS Cluster Server 

ID, OE, OF: Reserved 



modify host_mode CLl-A, 03 
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modify lun_group_nickname 

This command modifies a LUN group nickname. 

Syntax 

modify lun_group_nickname <portname> , 
<old_group_nickname> , <new_group_nickname> 

Arguments 

<portname> 

The port whose LUN group nickname is to be modified. Port names are not 
case-sensitive. 

<old_group_nickname> 

The LUN group nickname that has to be modified. 
<new_group_nickname> 

The new LUN group nickname to be set. 

Example 

modify lun_group_nick:name CLl-A, Nickl, Nick2 
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modify security_switch 

This command modifies port security by setting the security to ON or OFF. 

Syntax 

modify security_switch <portname>, ON | OFF 

Arguments 

<portnaine> 

The port whose security switch is to be modified. Port names are not 
case-sensitive. 

ON I OFF 

The switch value. The security switch can be ON or OFF. 

Example 

modify security_switch CLl-A, ON 



190 



Command View XP Command Line Interface (CLI) Reference Guide 



modify wwn 



This command modifies the WWN for the port and WWN specified. 

Syntax 

modify wwn <portname> , <oldwwn> , <newWwn> 

Arguments 

<portnaine> 

The port whose WWN is to be modified. Only one port can be specified. Port 
names are not case-sensitive. 

<oldwwn> 

The WWN whose WWN has to be modified. Only one WWN can be 
specified. 

<newWwn> 

Used to specify the new WWN. This must be a 16-digit hexadecimal value 
and must be unique within the port. 

Example 

modify wwn CLl-C, 1234557890abcdef , baaaaaaaaaaaaaac 
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modify wwn_group_nickname 



Syntax 



Arguments 



Example 



This command modifies the WWN group nickname. 



modify wwn_group_nickname <portname> , 
<old_group_nickname> , <new_group_nickname> 



<portname> 

The port whose WWN group nickname is to be modified. Port names are not 
case-sensitive. 

<old_group_nickname> 

The WWN group nickname that has to be modified. 
<new_group_nickname> 

The new WWN group nickname to be set. 



modify wwn_group_nick:name CLl-C, wwnGrpl, wwnGrplOl 
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modify wwn_nickname 

This command modifies a WWN nickname. 

Syntax 

modify wwn_nickname <portname> , <old_nickname> , 
<new_nickname> 

Arguments 

<portname> 

The port whose WWN nickname is to be modified. Port names are not 
case-sensitive. 

<old_nickname> 

The WWN nickname that has to be modified. 
<new_nickname> 

The new WWN nickname to be set. 

Example 

modify wwn_nickname CLl-C, wwnl, wwn2 
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remove wwn_group 

This command deletes a WWN group and the WWNs defined in the group. 

Syntax 

remove wwn_group <portname> , <wwn_group_nickname> 

Arguments 

<portnaine> 

The port from which the WWN group is to be deleted. Port names are not 
case-sensitive. 

<wwn_group_nickname> 

The WWN group nickname to be deleted. 

Example 

remove wwn_group CLl-C, wwngrpl 
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VOLUME MANAGEMENT Commands 

This section describes the following commands: 

■ create custom_volumes (page 196) 

■ delete vsc_volumes (page 197) 

■ expand lun (page 198) 

■ list Idev (page 200) 

■ list ldev_size_info (page 201) 

■ Ust luse (page 202) 

■ list parity_group (page 203) 

■ list unused_ldev_ids (page 204) 

■ list usable_cus (page 205) 

■ volume initialize (page 206) 
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create custom_volumes 

This command creates a custom volume. 
This command is not supported for the XP256. 

Syntax 

create custom_volumes <pg>, <cu>, <ldev>, <emulation> , 
<ldev_size> [;<cu2>, <ldev2>, <emulation2> , 
<ldev_size2> . . . ] 

Arguments 

<pg> 

The parity group number for the new custom volume. 

<cu> 

The CUs for the new custom volume. CUs should be represented in 
hexadecimal. 

<ldev> 

The LDEV ID for the new custom volume. The LDEV ID should be 
expressed in hexadecimal. 

<eiinulation> 

The emulation type of the new custom volume. 

<ldev_size> 

The size of the new custom volume. 

The following example creates a custom volume in parity group 1-1, with CU 0, 
LDEV 7, emulation type OPEN-3, and a size of 100 megabytes: 

create custom_volumes 1-1, 0, 7, OPEN-3, 100 



Example 
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delete vsc_volumes 

This command converts a custom or normal volume into free space. This 
command cannot convert the last normal volume to free space. 

This command is not supported for the XP256. 



Syntax 



delete vsc_volumes <pg>, <cu>, <ldev> 
[}<cu2>, <ldev2>...] 



Arguments 

<pg> 

The parity group for which the deletion of LDEV is to be done. 

<cu> 

The CU ID of the LDEV to be deleted. CUs should be represented in 
hexadecimal. 

<ldev> 

The LDEV ID of the LDEV to be deleted. LDEV IDs should be represented in 
hexadecimal. 

Example 

delete vsc_volumes 1-1, 0, 0 
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expand lun 



This command creates an expanded LUN. 



Syntax 



expand lun <top_cu>, <top_ldev>, <device_ldevs . . . > 
-lun <portname>, <scsi_id>, <lun_id>, <cu>, <ldev> 



or 



expand lun <top_cu>, <top_ldev> -limit <ldev_count> 
-lun <portname>, <scsi_id>, <lun_id>, <cu>, <ldev> 



Arguments 

<top_cu> 

The CU number of the first LDEV in the expanded volume. <top_cu> 
should be specified in hexadecimal. 

<top_ldev> 

The LDEV number of the first LDEV in the expanded volume. < t op_ldev> 
should be specified in hexadecimal. 

<devlce_ldevs . . .> 

The list of LDEVs to be expanded. <device_ldevs> should be specified 
in hexadecimal and separated by commas. This option cannot be used with the 
-limit option. 

-limit <ldev_count> 

The number of LDEVs to create. This option cannot be used with 

<devlce_ldevs>. 

-lun <portname> , <scsi_id> , <lun_id> , <cu>, <ldev> 

The -lun option specifies the paths to the LUSE volume. <portname> , 
<scsi_id>, <lun_id>, <cu>, <ldev> specify the complete path. 
If specifying more than one port, enclose the port names in brackets (for 
example, [CLl-A-CLl-E]). Port names are not case-sensitive. LUNs, CUs, 
and LDEVs must be given in hexadecimal. 
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Example 

The following example creates an expanded LUN with top CU:LDEV 0:20 and 
device CU:LDEV 0:30, 0:34 and 0:37. It creates a LUN from CLl-A to the 
expanded LUN 0:20. 

expand lun 0, 20, 30,34,37 -lun CLl-A, Of, 10, 0, 20 

The following example creates an expanded LUN with top CU:LDEV 0:20 and 
three device CU:LDEVs. It creates a LUN from port CLl-A to the expanded LUN 
0:20. 

expand lun 0, 20, -limit 3 -lun CLl-A, Of, 10, 0, 20 
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list Idev 

This command lists all the LDEVs that are available in the array. This command 
also lists LDEV information belonging to a CU. 

Syntax 

list Idev [-CU <cu>] 

Arguments 

[-CU <cu>] 

CU number. When used, the command lists only the LDEVs for the specified 
CU. CUs must be given in hexadecimal. 

Output 

This command displays the following information: 

■ CU 

■ LDEV 

■ Number of Cylinders 

■ Emulation 

■ Expansion Status 

■ Allocation Status 

■ LDEV Size 

■ LDEV LBA 

■ Auto LUN Reserve 

■ RAID Level 

■ Slot Size 

■ FB4,PG (XP48/XP5 12 only) 
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list Idev size info 



This command lists the LDEVs based on the parity group and/or CU numbers. 
This command is not supported for the XP256. 



Syntax 
Arguments 



Output 



list ldev_size_inf o [-pg <paritygroup>] [-cu <cu>] 



[-pg <paritygroup>] 

If the -pg option is provided, then the output shows only information for the 
specified parity group. 

[-CU <cu>] 

If the -cu option is provided, then the output shows only information for the 
specified CU. CUs must be given in hexadecimal. 



This command displays the following information: 

■ Parity group 

■ CU 

■ LDEV 

■ Emulation type 

■ Attribute 

■ User size 

■ Total size 
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list I 



use 



Syntax 
Arguments 



Output 



This command lists LUSE volumes on the disk array. This command also lists 
LUSE volumes belonging to a particular CU. 



list luse [-CU <cu>] 



[-CU <cu>] 

CU number. When used, the command lists only the LUSE volumes for the 
specified CU. CUs must be given in hexadecimal. 



This command displays the following information: 

■ Top CU 

■ Top LDEV 

■ Device LDEVs 
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list parity_group 

This command lists all the parity groups of the disk array. 
This command is not supported for the XP256. 

Syntax 

list parity_group 

Example 

Parity Groups 

1-1 

1-2 

1-3 

1-4 

1-5 

1-6 

1- 7 

2- 1 
2-2 
2-3 
2-4 
2-5 
2-6 
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list unused_ldev_ids 



This command lists unused LDEV IDs present in the disk array. This information 
is generally used for assigning LDEV IDs to the custom and normal volumes 
created when using the create custom_volumes and volume 
initialize commands. This is not the same as unallocated LDEVs. For that, 
refer to list f ree_ldev on page 173. 

This command is not supported for the XP256. 



Syntax 

list unused_ldev_ids [-cu <cu>] 



Arguments 

[-CU <cu>] 

cu number. When used, the command lists only the unused LDEVs for the 
specified CU. CUs must be given in hexadecimal. 



Output 

This command displays the following information: 

■ CU 

■ LDEV 
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list usable_cus 

This command lists the usable CUs present in the disk array. 
This command is not supported for the XP256. 

Syntax 

list usable_cus 

Example 

list usable_cus displays all the CU IDs that can be used for configuration 
in the disk array. 

CUID 
0 

1 

2 
3 
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volume initialize 



This command converts the custom volumes to normal volumes in a parity group. 
Execute the list count_f or_volume_initialize command before 
executing this command to learn the volume count in order to provide the number 
of LDEVs to be assigned to the normal volumes. 

This command is not supported for the XP256. 



Syntax 



volume initialize <pg> , <cu>, <ldev> 
[}<cu2>, <ldev2>...] 



Arguments 

<pg> 

The parity group present in the disk array. 

<cu>, <ldev> 

The IDs of the new normal LDEVs to be created. For each CU value, specify 
which LDEV you want to use. CUs and LDEVs must be given in 
hexadecimal. 



Example 

volume initialize 1-1, 0, 9 
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DKQ DKU, and TRAP Commands 

This section describes the following commands: 

■ list acp_status or list dka_status (page 208) 

■ list chip_status or list cha_status (page 210) 

■ list chp_status (page 212) 

■ list cm_status (page 213) 

■ list csw_status (page 214) 

■ list dkc_status (page 215) 

■ list dkp_status (page 216) 

■ Ust dku_status (page 217) 

■ Ust drr_status (page 218) 

■ list pg_status (page 219) 

■ list sm_status (page 222) 

■ list traps (page 223) 
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list acp_status or list dka_status 



This command displays array control processor (ACP) and disk adapter (DKA) 
details. The terms ACP and DKA refer to the same component. You can also 
provide ACPs/DKAs names to view the status of specific ACPs/DKAs. 

This command is not supported for the XP256. 



Syntax 



Arguments 



Example 



list acp_status [<acpname . . .> \ -s <statustype . . .>] 

[-X] 

or 

list dka_status [<dkaname . . .> \ -s <statustype . . .>] 



[<acpname . . .>] or [<dkaname . . .>] 

Displays the status of the specified ACPs/DKAs. 

[-S <statustype . . .>] 

Displays only those ACPs/DKAs with the specified status type (for example, 
acute or service). Values are normal, acute, service, moderate, and serious. 

[-X] 

Lists a detailed error status for the ACPs/DKAs with errors. 



Clustert DKA# Name Status 
1 1 DKA-IB Normal 
1 2 DKA-IC Service 
1 3 DKA-ID Acute 
1 4 DKA-IE Serious 
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[-X] 

Component Status REFCODE Category Error 

DKA-IC Moderate 3D9D10 DKA Processor Error Injustice DC Voltage 
Control 

DKA-ID Moderate 3D9E20 DKA Processor Error Injustice CE MODE 
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list chip_status or list cha_status 



This command displays channel host interface processor (CHIP) and channel 
adapter (CHA) status details. The terms CHIP and CHA refer to the same 
component. You can also provide chip names to view the status of specific 
CHIPs/CHAs. 



Syntax 



Arguments 



Example 



This command is not supported for the XP256. 



list chip_status [<chipname . . . > | -s <statustype . . . >] 

[-X] 

or 

list cha_status [<chaname . . . > \ -s <statustype . . .>] 



[<chipname . . .>] or [<chananie . . .>] 

Displays the status of the specified CHIPs/CHAs. 

[-S <statustype . . .>] 

Displays only those CHIPs/CHAs with the specified status types (for 
example, acute or service). Values are normal, acute, service, moderate, and 
serious. 

[-X] 

Displays detailed error status for the CHIPs/CHAs with errors. 



Cluster* CHA# Name Status 
1 1 CHA-IP Normal 
1 2 CHA-IQ Service 
1 3 CHA-IR Acute 
1 3 CHA-IS Serious 
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[-X] 

Component Status REFCODE Category Error 

CHA-IP Moderate 399D00 CHA Processor Error Injustice DC Voltage 
Control 

CHA-IQ Moderate 399E10 CHA Processor Error Injustice CE MODE 
CHA-IR Normal 
CHA-IS Normal 
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list chp_status 



Syntax 



Arguments 



Example 



This command displays channel processor (CHP) details. 
This command is not supported for the XP256. 



list chp_status [<chpname . . .> | -s <statustype . . .>\ 
[-X] 



[<chpnanie . . . >] 

Displays the status of the specified CHPs. 

[-S <statustype . . .>] 

Displays only those CHPs with the specified status types (for example, acute 
or service). Values are normal, acute, service, moderate, and serious. 

[-X] 

Lists a detailed error status for the CHPs with errors. 



Cluster* CHA# CHP# Name Status 
111 CHPOO-IP Normal 

12 2 CHPOO-IQ Service 

13 3 CHPOO-IR Acute 

14 4 CHPOO-IS Serious 

[-X] 

Component Status REFCODE Category Error 

CHP02-1P Service 307102 CHA Processor Error CHKIB threshold over 

CHPll-lQ Serious 309011 CHA Processor Error LDEV blockade (Effect 
of Processor blockade) 

CHPOO-IR Normal 
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list cm status 



Syntax 
Arguments 



Example 



This command displays cache memory (CM) details. You can also provide cache 
memory names to view the status of specific CMs. 

This command is not supported for the XP256. 



list cm_status [<cmname . . .> \ -s <statustype . . .>] [-x] 

[<cniname . . . >] 

Displays the status of the specified CMs. 

[-S <statustype . . .>] 

Displays only those CMs with the specified status types (for example, acute or 
service). Values are normal, acute, service, moderate, and serious. 

[-X] 

Lists a detailed error status for the CMs with errors. 



Clustert Cache# Name Status 
1 0 Cache-IT Normal 

[-X] 

Component Status REFCODE Category Error 

CACHE-IU Moderate FFF602 Cache Error Injustice DC voltage 
control 

CACHE-2F Moderate FFF703 Cache Error Injustice CE MODE 
CACHE- IT Normal 
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list csw status 



Syntax 



Arguments 



Example 



This command displays cache switch (CSW) details. You can also provide CSW 
names to view the status of specific CSWs. 

This command is not supported for the XP256. 



list csw_status [<cswname . . .> | -s <statustype . . .>] 
[-X] 



[<cswnanie . . . > ] 

Displays the status of the specified CSWs. 

[-S <statustype . . .>] 

Displays only those CSWs with the specified status types (for example, acute 
or service). Values are normal, acute, service, moderate, and serious. 

[-X] 

Lists a detailed error status for the CSWs with errors. 



Clustert CSW# Name Status 
1 0 CSW-IN Normal 
1 0 CSW-IP Service 

[-X] 

Component Status REFCODE Category Error 

CSW-IN Moderate FF2002 CSW error Injustice DC voltage control 
CSW-IA Moderate FF2100 CSW error Injustice CE MODE CSW-IP Normal 
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list dkc_status 

This command displays the disk controller (DKC) components and their overall 
status. 

This command is not supported for the XP256. 

Syntax 

list dkc_status 

Example 

Component, Status 
Processor, Normal 
CSW, Serious 
Cache, Moderate 
Shared Memory, Normal 
Power Supply, Normal 
Battery, Normal 
Fan, Normal 
Environment, Serious 
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list dkp_status 



Syntax 



Arguments 



Example 



This command displays disk processor (DKP) details. You can also provide DKP 
names to view the status of specific DKPs. 

This command is not supported for the XP256. 



list dkp_status [<dkpname . . .> | -s <statustype . . .>] 
[-X] 



[<dkpname . . . > ] 

Displays the status of the specified DKPs. 

[-S <statustype . . .>] 

Displays only those DKPs with the specified status types (for example, acute 
or service). Values are normal, acute, service, moderate, and serious. 

[-X] 

Lists a detailed error status for the DKPs with errors. 



Clustert DKA# DKP# Name Status 
111 DKP80-1B Normal 

12 2 DKP80-1C Service 

13 3 DKP80-1D Acute 

14 4 DKP80-1E Serious 

[-X] 

Component Status REFCODE Category Error 

DKP81-1B Moderate 3D9B01 DKA Processor Error SMA slave error 
DKPAl-lD Moderate 3D9C21 DKA Processor Error MPA slave error 
DKP80-1E Normal 
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list dku status 



Syntax 
Example 



This command displays the disk cabinet unit (DKU) component details and status. 
This command is not supported for the XP256. 



list dku status 



Component, Status 
Power Supply, Normal 
Fan, Normal 
Environment, Serious 
Drive, Acute 
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list drr status 



This command displays disk recovery and regeneration (DRR) details. You can 
also provide DRR names to view the status of specific DRRs. 

This command is not supported for the XP256. 



Syntax 



Arguments 



Example 



list drr_status [<drrname . . .> | -s <statustype . . .>] 
[-X] 



[<drrname . . . > ] 

Displays the status of the specified DRRs. <drrname> can be one value, a 
set of values, or a range of values. 

[-S <statustype . . .>] 

Displays only those DRRs with the specified status types (for example, acute 
or service). Values are normal, acute, service, moderate, and serious. 

[-X] 

Lists a detailed error status for the DRRs with errors. 



Cluster! DKA# DRR# Name Status 
111 DRR80-1B Normal 

12 2 DRR80-1C Service 

13 3 DRR80-1D Acute 

14 4 DRR80-1E Serious 

[-X] 

Component Status REFCODE Category Error 

DRR81-1B Moderate 3D9B01 DKA Processor Error SMA slave error 
DRRAl-lD Moderate 3D9C21 DKA Processor Error MPA slave error 
DRR80-1E Normal 
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list pg_status 

This command displays parity group (PG) status details. 
This command is not supported for the XP256. 

Syntax 

list pg_status [-x] [-s <statustype . . .>] 

[-pg <pgname . . .> \ -domain <domain . . .> \ -dku <dku. . .>] 

[-disk I -Idev] 

Arguments 

[-X] 

Lists a detailed error status for the parity groups with errors. 

[-S <statustype . . .>] 

Displays only parity groups with the specified status types (for example, acute 
or service). Values are normal, acute, service, moderate, and serious. 

[-pg <pgname . . .>] 

Displays only the specified parity groups (for example, 1-1 orl-2). 
[-domain <domain . . .>] 

Displays only the parity groups in the specified domains (for example, 1 or 3). 

[-dku <dku . . . >] 

Displays only the parity groups in the specified DKUs (for example, Rl or 
R3). 

[-disk] 

Displays physical disk status details. 

[-Idev] 

Displays logical device (LDEV) status details. 

Example 

DKU# FB4# PG# Name Size (MB) Status 

111 1-1 20 Normal 

112 1-2 30 Service 
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[-X] 

DKU# PG Component Status REFCODE Category Error 

Rl 1-1 R120 Service EF2200 Drive error (normal R/W) Drive 
blockade (Effect of Dynamic sparing normal end) 

Rl 1-1 R130 Serious 43C300 Drive error (normal R/W) Drive 
blockade (media) 

Rl 1-2 * Normal 

Rl 1-3 * Normal 

"*" indicates that all the components in that parity group are normal. If any of the 
components in a parity group have errors, then only those component names are 
specified. 

[-disk] 

DKU# PG Disk Status 
1 1-1 RlOO Normal 
1 1-2 R200 Service 

[-Idev] 

DKU# PG Ldev Size (MB) Emulation Status 
1 1-1 0:00 20 OPEN-3 Normal 
1 1-2 0:20 30 OPEN-9 Service 

Example 1 

list pg_status -x 

DKU FB4 PG Status REFCODE Category Error 

Rl 1 1 Service EF2200 Drive error (normal R/W) Drive blockade 
(Effect of Dynamic sparing normal end) 

Rl 1 1 Serious 43C300 Drive error (normal R/W) Drive blockade 
(media) 

Example 2 

list pg_status -x -disk 

DKU PG Disk Status REFCODE Category Error 

Rl 1-1 R120 Service EF2200 Drive error (normal R/W) Drive 
blockade (Effect of Dynamic sparing normal end) 

Rl 1-1 R130 Serious 43C300 Drive error (normal R/W) Drive 
blockade (media) 
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Example 3 

list pg_status -x -Idev 

DKU PG Ldev Status REFCODE Category Error 

Rl 1-1 0:05 Service D32005 Pair volume status error HODM for 
this volume was deleted (Operation from an SVP/remote console 

Rl 1-1 0:9 Service D31009 Pair volume status error HODM 
completed the migration copy for this volume 
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list sm status 



Syntax 
Arguments 



Example 



This command displays shared memory (SM) details. You can also provide shared 
memory names to view the status of specific SMs. 

This command is not supported for the XP256. 



list sm_status [<smname . . .> \ -s <statustype . . .>] [-x] 



[<smname . . . >] 

Displays the status of the specified SMs. 

[-S <statustype . . .>] 

Displays only those SMs with the specified status types. Values are normal, 
acute, service, moderate, and serious. 

[-X] 

Lists a detailed error status for the SMs with errors. 



CSW#,Name, Status 
0 , Side-A, Normal 

[-X] 

Component Status REFCODE Category Error 

Side-B Service FFECOl Shared Memory Error CHK3 threshold over 
Side-A Normal 
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list traps 



Syntax 



Arguments 



This command displays all the events from the disk array that have resulted in an 
SNMP trap. 

This command is not supported for the XP256. 



list traps [-n <componentname . . .>] [-r <refcode...>] 
[-S <statustype . . .>] [-c <category>] 



-n <coniponentname . . . >] 

Lists traps for the specified components, 
-r <refcode. . . >] 

Lists traps with the specified reference code. 

-s <statustype . . .>] 

Lists traps with the specified status types (for example, acute or 
acute:service). Values are normal, acute, service, moderate, and serious. 

-c <category>] 

Lists traps in the specified category. <category> must be one value (for 
example, CHA Processor Error). 



Example 

Component, STATUS, REFCODE, CATEGORY, ERROR 

CHA-IP, Moderate, 399D00, CHA Processor Error, Injustice DC 
Voltage Control 

CHA-IQ, Moderate, 399E10, CHA Processor Error, Injustice CE MODE 
R120, Service EF2200, Drive error (normal R/W) , Drive Blockade 
(Effect of Dynamic sparing normal end) 

DRRAl-lD, Moderate, 3D9C21, DKA Processor Error, MPA slave error 
CHA-IQ, Moderate, 399E10, CHA Processor Error, Injustice CE MODE 
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Batch 



Processing 




Use the Command View CLI to run one or more CLI commands contained in a 
text file called a batch file. Batch processing features include: 

■ Ability to invoke the CLI, execute commands in a batch file, and then 
terminate. 

■ Ability to execute a batch file during an interactive CLI session by using the 
execute command. 

■ Ability to direct output from batch operations to a file. 

■ Faster execution by processing related configuration change commands 
simultaneously. 
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Batch File Setup 

Use a word processor or text editor to set up the batch file. Insert one or more CLI 
commands into the file using normal command syntax. 

You can insert comments by starting the comment line with the "#" character. Use 
the "/" character to continue a command to another line. 

A simple batch file example is shown below: 

# This is a comment line 
connect 10043 

list lun 
list Idev 
list wwn 

# Next command is create lun 

# Syntax is create lun Port_name, 

# SCSID, LUN, CU, Ldev 
create lun CLl-A, 2, 3, 0, 4 
create lun CLl-B, 3, 4, 1, / 

5 

Commands in a batch file are not executed in the order they are listed in the file. 
Instead, similar commands are grouped together and executed together to increase 
speed and efficiency. See Multiple Set Operations on page 239. 

CLI output and error messages (data and syntax validation, execution errors) are 
sent to stdout, typically your screen. If the CLI client program fails, the resulting 
error output will go the stderr file, typically the screen. 



Note: Only CLI commands can be used in a batch file. Other shell commands or DOS 
commands are not allowed. 
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Batch Processing with the -f Option 

Use the - f option to declare which batch file the CLI should run. This option 
starts the CLI and it processes the commands in the file you specify. For example: 

cvcli -f listlun.txt 

One connect command is mandatory in the file to specify which different 
operations are to be carried out. You can manage only one disk array in each script 
or file. Also, you cannot include commands that execute an operation on the same 
resource. For example, you cannot create and delete the same LUN in a single file. 

Use only one batch file at a time. The filename can contain a relative or absolute 
path. A relative path will be relative to the directory where the CLI was started. 

The CLI will automatically disconnect from any disk array before terminating. 

For more information about batch processing with the - f option, refer to the 
following instructions and script files. These files are located in the cvcli.tar file, 
which is the CLI client file available on the Command View Support tab. 

■ CVCLIScripting.txt: Instructions on running scripts using the -f option 
method. 

■ configscript. txt: A script file for only listing the disk array configurations for 
anXP128/XP1024. 

■ configscriptlegacy. txt: A script file for only listing the disk array 
configurations for an XP48/XP256/XP512. 

■ configModifyScriptl28_1024.txt: A script file for making disk array 
configuration changes to an XP128/XP1024. 

■ configModifyScript256_512_48.txt: A script file for making disk array 
configuration changes to an XP48/XP256/XP512. 

Restrictions of the -f Option 

The following commands cannot be used in a batch file executed with the - f 
option: 

■ add device 

■ create device 

■ delete device 

■ disconnect 

■ execute 
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■ exit 

■ help 

■ kill session 

■ manage 

■ modify device 

■ unmanage 

Except when calling certain device and session administration commands, the first 
command in the file should be a connect command. You can issue a connect 
command for a disk array only once in the batch file. 
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Batch Processing Using the Execute Command 

Use the execute command to run batch files during an interactive CLI session. 
Commands are processed the same as in the cvcli -f case, but there are some 
restrictions. Before running the execute command, you should always connect 
to a disk array first by issuing the connect command. Here's an example of 
using the execute command: 

cvcli 10044 (R) >execute listlun.txt 

Use this method to specify the file that contains the CLI commands. This is an 
easy way to use generic batch files for different disk arrays. Processing of 
commands for multiple disk arrays is not supported. 

You can specify only one filename at a time. The filename can contain a relative or 
absolute path. A relative path will be relative to the directory where the CLI was 
started. 

Restrictions of the Execute Command 

The following commands cannot be used as part of the input file with the 
execute command: 

■ connect 

■ create device 

■ delete device 

■ disconnect 

■ execute 

■ exit 

■ help 

■ kill session 

■ list session 

■ manage 

■ modify device 

■ unmanage 



Command View XP Command Line Interface (CLI) Reference Guide 



229 



Batch Processing 



When using the execute command, you cannot use the connect command in 
the file. It is mandatory to issue the connect command before you issue the 
execute command. Also, you cannot use the disconnect command in the 
batch file. You must issue it after processing the execute command. Note that 
other commands are optional. A typical session sequence will be as follows: 

connect 10044 
other commands . . . 

cvcli 10044 (R) >execute listlun.txt 

other commands . . . 

cvcli 10044 (R/W) >disconnect 
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Redirecting Output with the -o Option 

Use the -o option to redirect output to a file. 

XP48, XP256, and XP512 

If the file contains any command with -o, then an error is flagged because the -o 
option is not supported for commands within the batch file. 

Example 1 

This first command in the following batch file will fail to execute correctly. 
list.txt contains: 

list port -o port. out 
list wwn 

The command entered is: 

CV_CLI 30055 (R)> execute list.txt 
The results are: 

<Item:l LineNumber : l>-o option cannot be used inside a command 
file . 

Please use the -o option within the execute command or the -f 
command . 

Example 2 

This command and batch file will execute correctly. 
list.txt contains: 

list port 

The command entered is: 

CV_CLI 30055 (R)> execute list.txt -o list. out 
The results are: 

Sending request to the CV server . . . 
Please find results in the f lie : list . out 

XP128 and XP1024 

The -o option is supported for these disk arrays in both the batch file and the 
command line. 
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Specifying the -o option with a command in the file will send the command 
output to the file specified in the command. If the -o option is not specified for a 
command, the output is sent to the file specified "outside" the file, at the cvcli 
execution with -o or the execute command execution with -o. 

Example 1 

This command and batch file will execute correctly. 
list.txt contains: 

list port -o port. out 
list Idev -o Idev.out 

The command entered is: 

CV_CLI 10039 (R/W)> execute list.txt -o all. out 
The results are: 

Sending request to the CV server . . . 
10039: The server has latest data. 
Sending output to file: all. out 

all.out contains: 

Executing line#l. . . 

list port -o port. out 

Sending output to file : port. out 

Executing line#2 . . . 

list Idev -o Idev.out 

Sending output to file : Idev.out 

port. out contains: 

Executing line#l. . . 

list port -o port. out 

PortName 

CLl-A 

CLl-B 

CLl-C 

CLl-D 

CLl-E 

CLl-F 

Example 2 

This command and batch file will execute correctly. 
list.txt contains: 

list port -o port. out 
list Idev -o Idev.out 
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The command entered is: 

CV_CLI 10039 (R/W)> execute list.txt 
The results are: 

Sending request to the CV server . . . 

10039: The server has latest data. 

Executing lineil. . . 

list port -o port. out 

Sending output to file : port. out 

Executing line#2. . . 
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Redirecting Output to be Used as Input 

A number of list commands for the XP128/XP1024 can generate output that is 
useful as input to other commands. Use the -cmd and -category options, as 
described below, to create special output files. 

The output files contains create or delete commands based on the results of 
the list commands. They are formatted, and ready for execution, using the -f 
option or execute command. 

Sample Syntax 

list lun -cmd <command_type> -category <category> [-col 
<column_name . . .>] -csv -o <output_file> 

-cmd <command_type> 

Must be one of the following: 

■ create 

■ delete 

-category <category> 

Must be one of the following: 

■ lun 

■ host_group 

■ luse 

[-col <co/umn_name...>] 

Use selective column names if the output file contains more fields than needed for 

the create or delete commands that are generated. 

-CSV 

The - CSV option must be used to produce comma-separated output, 
-o <output_file> 

The file where the output is to be written. This can be a filename only or a path 
and filename. 
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The above functionality is targeted only for CLI output generated with the - cmd 
and -category options, prior CLI output should be edited by the user manually 
to feed it as input. 

Example 1 

Enter: list lun -cmd create -category lun -csv -o 
createluns . txt 

CV_CLI 20036 (R/W) > list lun -cmd create -category lun -csv 
Sending Request to CV server. . . 
20036 : The server has latest data. 



create 


lun 


lA, 


lA- 


-GOO, 1, 


0, 6 


create 


lun 


lA, 


lA- 


-GOO, 2, 


0, 7 


create 


lun 


lA, 


lA- 


-GOO, 3C 


),0,11 


create 


lun 


lA, 


IB- 


-GOO, 8, 


0, 52 


create 


lun 


lA, 


IB- 


-GOO, 9, 


0, 53 


create 


lun 


IB, 


IB- 


-GOO, 4, 


0, 14 


create 


lun 


IB, 


IB- 


-GOO,b, 


0, lb 


create 


lun 


IB, 


IB- 


-GOO, 0, 


0, Ic 


create 


lun 


ic. 


ic- 


-GOO, 2, 


0, 12 


create 


lun 


ic. 


10- 


-GOO, 3, 


0, 13 


create 


lun 


ic. 


10- 


-GOO, 4, 


0, 14 


create 


lun 


IC, 


10- 


-GOO, 5, 


0, 15 


create 


lun 


IC, 


10- 


-GOO, 6, 


0, 16 



Example 2 

Enter: list lun -cmd delete -category lun -csv -o 
deletelun . txt 

OV_OLI 20036 (R) > list lun -cmd delete -category lun -csv 
Sending Request to OV server . . . 
20035 : The server has latest data. 



delete 


lun 


lA, 


lA- 


-GOO, 1, 0, 6 


delete 


lun 


lA, 


lA- 


-GOO, 2, 0, 7 


delete 


lun 


lA, 


IB- 


-GOO, 9,0,53 


delete 


lun 


lA, 


IB- 


-GOO, a, 0, 54 


delete 


lun 


IB, 


IB- 


-GOO, 3,0,13 


delete 


lun 


IB, 


IB- 


-GOO, 10,0,20 


delete 


lun 


IB, 


IB- 


-GOO, 21,2,1 


delete 


lun 


IC, 


10- 


-GOO, 0,0,10 


delete 


lun 


IC, 


10- 


-GOO, 2, 0, 12 


delete 


lun 


IC, 


10- 


-GOO, 3, 0, 13 


delete 


lun 


IC, 


10- 


-GOO, 4,0,14 



Example 3 

Enter: list lun -cmd create -category host_group -col 
PortName : HostGroupNickname -csv -o createhost_grp.txt 

OV_OLI 20036 (R) > list lun -cmd create -category host_group -col 
PortName : HostGroupNickname -csv 
Sending Request to OV server . . . 
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20035 : The server has latest data, 

create host_group lA, lA-GOO 

create host_group lA, lA-GOO 

create host_group lA, IB-GOO 

create host_group lA, IB-GOO 

create host_group IB, IB-GOO 

create host_group IB, IB-GOO 

create host_group IB, IB-GOO 

create host_group IC, IC-GOO 

create host_group IC, IC-GOO 

create host_group IC, IC-GOO 

Example 4 

Enter: list lun -cmd delete -category host_group -col 
PortName : HostGroupNickname -csv -o 
deletehost_group . txt 

CV_CLI 20036 (R) > list lun -cmd delete -category host_group -col 

PortName : HostGroupNickname -csv 

Sending Request to CV server . . . 

20035 : The server has latest data. 

delete host_group lA, lA-GOO 

delete host_group lA, lA-GOO 

delete host_group lA, lA-GOO 

delete host_group IB, IB-GOO 

delete host_group IB, IB-GOO 

delete host_group IB, IB-GOO 

delete host_group IB, IB-GOO 

delete host_group IB, IB-GOO 

delete host_group IC, IC-GOO 

delete host_group IC, IC-GOO 

delete host_group IC, IC-GOO 

Example 5 

Enter: list luse -cmd delete -category luse -csv -col 
CU:LDEV -o createluse.txt 

CV_CLI 20035 (R) > list luse -cmd delete -category luse -csv -col 
CU:LDEV 

Sending Request to CV server. . . 
20035 : The server has latest data. 



delete luse 0 
delete luse 0 
delete luse 0 
delete luse 0 
delete luse 0 
delete luse 0 
delete luse 0 
delete luse 0 
delete luse 0 



4a 
66 
74 
7d 



86 
88 

8b 
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Example 6 



Enter: list wwn 
creatwwn . txt 

or 



-cmd create -category wwn -csv -1 



Enter: list wwn -cmd create -category wwn 
PortName : HostGroupNickname : WWN 

For creating WWNs without a nickname: 



-CSV -col 



CV_CLI 

Sendin 

20036 

create 

create 

create 

create 

create 

create 

create 

create 

create 

create 

create 

create 

create 

create 

create 

create 

create 

create 

create 

create 

create 

create 



20036 ( 
g Reques 
The se 
wwn lA, 
wwn lA, 
wwn lA, 
wwn lA, 
wwn lA, 
wwn lA, 
wwn lA, 
wwn lA, 
wwn lA, 
wwn lA, 
wwn 2A, 
wwn 2A, 
wwn 2A, 
wwn 2A, 
wwn 2B, 
wwn 2B, 
wwn 2B, 
wwn 2C, 
wwn 2C, 
wwn 2C, 
wwn 2C, 
wwn 2C, 



R) > list wwn -cmd create -category wwn -csv -1 

t to CV server . . . 

rver has latest data. 

lA-GOO, 123456789ABCDEFC~A333 

lA-GOO, 123456789ABCDDDD~A2 

lA-GOO, 12341654AB4DC809 

nickl, 1234 5 67 8 912345 67~wwntestl 

nickl, llllllllllllllll-test 

nickl, 1234123412341234~wwntest 

n i c k 1 , AAAAAAAAAAA2 3 4 2 3 ~ wwn 1 

nickl, FFFFFFFFFFF23423~wwn2 

nickl, 1234567891234568~wwntest2 

newgrp, FFFFFFFFFFFFFFFF-DECl 6 

2A-G00, 123456789ABCDEFF~wwnl 

2A-G00, 123456789ABCDEFA~wwn2 

2A-G00, ABCDABCDABCDABCD~wwn3 

2A-G00, 1234123412341234~wwn4 

nickl, ABCDEFF12345 67 8 9~wwnnickl 

nick2, ABCDEFE12345 67 88~test2 

nick2, ABCDEFF12345 67 87~testl 

nickl, ABCDEFF12345 67 8 9~wwnniokl 

nickl, 123456789ABCDEEE~wwnniok2 

nickl, 123456789ABCDFFF~wwnnick3 

nick2, ABCDEFE12345 67 88~test2 

nick2, ABCDEFF12345 67 87~testl 



Example 7 

Enter: list wwn -cmd delete -category wwn 
PortName : HostGroupNickname : WWN 



-CSV 



-col 



CV_CLI 20036 (R)> list wwn -cmd delete 
PortName : HostGroupNickname : WWN 
Sending Request to CV server . . . 
20036 : The server has latest data, 
delete wwn lA, lA-GOO, 123456789ABCDEFC 
delete wwn lA, lA-GOO, 123456789ABCDDDD 
delete wwn lA, lA-GOO, 12341654AB4DC809 
delete wwn lA, nickl , 1234 567 8 912345 67 
delete wwn lA, nickl, 1111111111111111 
delete wwn lA, nickl, 1234123412341234 
delete wwn lA, nickl , AAAAAAAAAAA23423 
delete wwn lA, nickl , FFFFFFFFFFF23423 



-category wwn -csv -col 
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delete 


wwn 


lA 


delete 


wwn 


lA 


delete 


wwn 


2A 


delete 


wwn 


2A 


delete 


wwn 


2A 


delete 


wwn 


2A 


delete 


wwn 


2B 


delete 


wwn 


2B 


delete 


wwn 


2B 


delete 


wwn 


2C 


delete 


wwn 


2C 



nickl, 1234557891234568 
newgrp, FFFFFFFFFFFFFFFF 
2A-G00, 123456789ABCDEFF 
2A-G00, 123456789ABCDEFA 
2 A-GO 0 , ABCDABCDABCDABCD 
2A-G00, 1234123412341234 
nickl, ABCDEFF12345 67 8 9 
nick2, ABCDEFE12345 57 88 
nick2, ABCDEFF12345 67 87 
nickl, ABCDEFF12345 67 8 9 
nickl, 123456789ABCDEEE 



Commands Not Supported 



modify commands 
create luse 
create custom_ldevs 
initialize vdev 
delete Idevs 
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Multiple Set Operations 

Consecutive related commands in a batch file are grouped together and sent to the 
Command View server for execution simultaneously. The following groups are 
the ones under which the commands are grouped. 

LIST 

Contains all the list commands. 
LUN MANAGEMENT 

Contains create lun, create luse, modify host_mode, modify 
cmd_device, modify fibre_topology, modify f ibre_address, 
delete lun, and delete luse commands. 

LUN SECURITY 

Contains create wwn, create host_group, modify host_group, 
modify lun_security, modify wwn, delete host_group, and 
delete wwn commands. 

CREATE CUSTOM LDEV 

Contains only create custom_ldev commands. 
DELETE LDEV 

Contains only delete Idev commands. 
INITIALIZE 

Contains only volume initialize commands. 
INSTALL LICENSE KEY 

Contains only install license_key commands. 
UNINSTALL LICENSE KEY 

Contains only uninstall license_key commands. 
ADD IP SECURITY 

Contains only add ipsecurity commands . 
DELETE IP SECURITY 

Contains only delete ipsecurity commands. 
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When the execution of any group fails, the CLI stops further execution of the file. 

All list commands are executed, even when there is no data available for a li st 
command. 

Sequence of Operations 

The entire input file is first parsed for syntax errors. If a syntax error is found, all 
the errors are displayed with their respective line number. The commands in the 
file are not executed. 

After a successful syntax validation, the consecutive commands in the file are 
grouped according to the groups above. Each group is sent to the Command View 
management station for execution. The execution of each group has to complete 
before the next group is executed. 

If the execution of any group fails, the execute command is stopped and there is 
no further execution. The output and error messages for each command can be 
sent to a file using the -o option. If you don't specify the -o option, the output is 
displayed on the screen. 

Scenario 1 

A file containing syntax errors: 

line#l: list port -port lA 
line#2 : list Idev -port lA 
line#3: list prt -port lA 

Output 

line 2 : Invalid command syntax 
line 3: Invalid command 

Scenario 2 

A file containing valid commands with invalid data: 

line#l: #list commands 
line#2 : list port -port lA 
line#3: list Idev -cu 0 -o Idev. out 
line#4 : 

line#5: #modify commands for lun management 
line#6: create luse 0,0 - continuous 2 
line#7: modify f ibre_address lA, 2 
line#8 : 

line#9: #modify command for lun security 
line#10: delete wwn lA, nickl , wwnnick2 
line#ll : 

line#12: #some more list commands 
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line#13: list luse 

line#14: list wwn -o wwn.out 

Output 

The output shows the line number where the error occurred and does not execute 
any of the commands. 

Note: For the XP48, XP256, and XP51 2, CLI error output does not specify the line 
numbers containing the errors. 
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This chapter contains CLI error messages and codes you may encounter if a 
problem occurs during validation. 

There are two types of validations performed on CLI commands: 

■ Command syntax validation 

■ Configuration validation 

Both validation types return error messages or codes if a problem is found with a 
command. 

Command syntax validation verifies the syntax of the command, such as the 
record format, field type, and ranges for CUs, LDEVs, and so forth. 

Configuration validation compares the data submitted to the disk array's 
configuration. The process checks for configuration errors, such as a duplicate 
record existing in the disk array, or invalid configuration parameters, such as 
invalid CU numbers, LDEV numbers, or WWN numbers. 

This chapter contains the following tables: 

■ Error messages on page 244 

■ XP48/XP256/XP5 12 error codes on page 249 

■ XP128/XP1024eiTor codes on page 262 
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Table 2: Error messages 



^^^H Error Message 


^^^^1 Problem/Resolution ^^^^^H 


ADD_DEV_INVALID_FORMAT 


Invalid format. The format sfiould be: Add Device 
seriaiNo, IpAdd, location, Contactlnformation. 


CMD_DEVICE_FORMAT 


Invalid format. The format should be: CU, Ldev, LuCmd 
Device. 


LUNNtLI tU_l(J_o(J/v\t_(JI ntK_AKKAY 


You are already connected to a disk array. 
Disconnect. 


^/~\\ Ik IT C/^D \//^l IIKAE IkllTIAIITC 

LUUNI_r(JK_VvJLUMb_INII lALIZb 


Invalid format. The format should be: list 
count_For_Volume_lnitialize [-pg <Parity Group>\. 


DEL_LUN_GRP_FORMAT 


Invalid format. The format should be: PortName, 
LUNGrpNickname. 


DEL_WWN_GRP_FORMAT 


Invalid format. The format should be: PortName, 
WWNGrpNickname. 


DUPLICATE_ENTRY 


The entry already exists. 


tKKvJK_MtooAUt 


Insufficient number of arguments. 


CVC^^I ITC C/^DKylAT 

CAtLU 1 t_r(JKMAI 


Invalid format. The format should be: execute 
<filename>. 


FAILURE 


The operation has failed. 


FIBREJORMAT 


Invalid format. The format should be: PortName, 
FibreAddr/FibreTopology. 


HELP_INVALID_FORMAT 


Invalid format. The format should be either help OR 
help <operafiort> OR help <operafion> <moaule>. 


n(Jo 1 MvJUt_rvJKMAI 


Invalid format. The format should be: PortName, 
HostModeNumber. 


HOSTMODE_NUMBER 


Invalid value. The host mode number is out of range. 


INSTALL_CV_FORMAT 


Invalid format. The format should be: install CV 
pgNumber, cul, Idevl, emulationTypel, 
IdevSize 1 [;cu2,ldev2,emulationType2,ldevSize2] . . . 


INVALID_CMD 


The command is invalid. 


INVALID_CMD_VALUE 


Invalid value. The command device value should be 
either SET or RELEASE. 


INVALID_CU_RANGE 


The CU value is out of range. 


INVALID_CU_TYPE 


Invalid value. Should be a hex string. 
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Table 2: Error messages (Continued) 



^^^^1 Error Message ^^^H 


^^^H Problem/Resolution ^^^^^B 


INVALID_CU_VALUE 


Invalid value. The value is out of range. 


IKIVAI in RATA 


Data is invalid. 


IKIVAI in npi nFviPF fopk/at 


invuiiu TormuT. ine TormuT snouiu us L'eiSTe L-'evics 
<serialNa>. 


INVALID_FIBRE_TYPE 


Invalid Fibre Addr/Topology. 


INVALID_FORMAT 


Invalid record format. The record format should be 
operation type and a space followed by fields. 


INVALID_HOSTMODE_TYPE 


The program expected an integer value, but found a 
hex string. 


INVALIDJPADDRESS 


Invalid IP address. 


INVALIDJPADDRESS_FORMAT 


Invalid IP address format. 


INVALID_LDEV_RANGE 


The LDEV value is out of range. 


INVALID_LDEV_SEQUENCE 


Invalid LDEV value. The LDEV values must be in 
ascending order. 


INVALID_LDEV_TYPE 


Invalid LDEV value. The value should be a hex string. 


IMVAlin 1 nPV VAN IF 


invaiia lucv vaiue. ineLL-'cv vaiue is out or range. 


IKIVAI in 1 nF\/<; typf 

IINV/aLIU LUCVo I T rc 


Invalid type. The format of device LDEVs in LUSE must 
be in hex. 


INVALID_LENGTH 


Invalid WWN/WWNGrpName length. 


INVALID_LIST_FORMAT 


The list record format is invalid. Use the help 
command for the actual format. 


IMVAlin inAD FMV 


rroDiem encounierea in loaaing ine v^li operaring 
environment. 


INVALID_LUN_RANGE 


The LUN ID is out of range. 


IKIVAI ID IIIKlin TYPF 


1 r^i 1 1 ^ III ^vl III 1 1 1 1 A ^ 1 1 1 ^ A ^\ /~v w r*TWt 

invaiia luin il' vaiue. onouia ue a nex sTrinu. 


INVAlin IIINin VAIIIF 


InvnIiH INN ID vnliiP 

IllVUliU LL^IN IL^ VUlUC 


INVALID_MOD_DEVICE_FORMT 


Invalid format. The format should be: 
modify device seriaINo, IpAdd, location, 
Contactlnformation. 


INVALID_NICKNAME 


Invalid LunGroup/WWNGroup Nickname. 


INVALID_NICKNAME_LENGTH 


Invalid Nickname. The LUNGrp/WWNGrp Nickname 
length should be 8 bytes. 


INVALID_OPERATION 


The specified operation is invalid. 
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Table 2: Error messages (Continued) 



^^^^1 Error Message ^^^H 


^^^H Problem/Resolution ^^^^^H 


INVALID_PORTNAME 


The port name is invalid. 




The commands Execute/List/Help can't be part of a 
batch file. 


INVALID_SCSID_RANGE 


The SCSI ID is out of range. 


INVALID_SCSID_TYPE 


Invalid SCSI ID value. The value should be a hex 
string. 


INVALID_SERIAL_NUMBER 


Invalid serial number. 


INVALID_SERIAL_NUMBER_TYPE 


Invalid serial number. The serial number should be 
numeric and less than 65539. 


INVALID SWITCH TYPE 


The switch value must be ON or OFF. 


INVALID SWITCH VALUE 


Invalid value. 


INVALID_TOP_CU_TYPE 


Invalid CU type. The top CU should be a hex value. 


IN VALI D_TOP_CU_VALU E 


Invalid CU value. The top CU value is out of range. 


INVALID_TOP_LDEV_TYPE 


Invalid type. The LDEV should be a hex value. 


INVALID_TOP_LDEV_VALUE 


Invalid value. The top LDEV value is out of range. 


INVALID_VALUE 


Invalid value. The value should be a hex string. 


INVALID_WWN_BYTE_SIZE 


The value should be a 16 character string. 




invaiia vv vv in oroup iNicKname size, i ne size snouia 
be a maximum of 8 bytes. 


IKIVAI ID WWKI ID PAKiriF 

MNVMLIL' VVVVIN \Lf l\A\INv7C 


Tko \AAA/KI in ic *-M if *-«f rnnriQ 

1 ne VV VV IN \\j is out ot ra nge. 


INVALID_V/WN_NickName_SIZE 


Invalid WWN Nickname size. The size should be a 
maximum, o uyies. 


INVALID_WWN_TYPE 


Invalid WWN type. Should be a hex string. 


LIST COUNT FOR VOLUME INIT 
JORMAT 


Invalid list. 


LIST_FORMAT 


Invalid format. The format should be: list 
< OperationType> . 


LIST_FREE_LDEVs_PER_CU_FORMAT 


Invalid format. The format should be: list 
free_Ldevs_Per_CU [-cu <CU>\. 


LIST_LDEV_FORMAT 


Invalid format. Use the help command to see the actual 
format. 


LIST_LDEV_SIZEJNFO_FORMAT 


Invalid format. The format should be: list 
ldev_Size_lnfo [-pg <ParityGroup>\ [-cu <CU>\. 
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Table 2: Error messages (Continued) 



^^^^1 Error Message ^^^H 


^^^H Problem/Resolution ^^^^^H 


LIST_LUN_FORMAT 


Invalid format. The format sfiould be: list lun -port 
<portname>. 


LIST_LUN_SEC_FORMAT 


Invalid format. Use the help command to see the actual 
format. 


LIST_LUNGRP_FORMAT 


Invalid format. Use the help command to see the actual 
format. 


LIST_LUNGRP_SEC_FORMAT 


Invalid format. Use the help command to see the actual 
format. 


LIST_LUSE_FORMAT 


Invalid format. Use the help command to see the actual 
format. 


LIST_PG_FRE ES PACE_I N FO_FORMAT 


Invalid format. The format should be: list 
pg_freespace_info [-pg <ParityGroup>\. 


LIST_PG_VOLUMEJNFO_FORMAT 


Invalid format. The format should be: list 
pg_Volume_lnfo [-pg <ParityGroup>\. 


LIST_WWN_FORMAT 


Invalid format. Use the help command to see the actual 
format. 


LIST_WWNGRP_FORMAT 


Invalid format. Use the help command to see the actual 
format. 


LUN_GRP_FORMAT 


Invalid format. The format should be: PortName, 
LunGrpNickname, Luns in hex (minimum 2). 


LUN_GRP_NICKNAME_FORMAT 


Invalid format. The format should be: PortName, 
oldLunGrpNickname, NewLunGrpNickname. 


LUN_GRP_SEC_FORMAT 


Invalid format. The format should be: PortName, 
LUNGrpNickname, WWNs or WWNGroupNames. 


LUN_SEC_FORMAT 


Invalid format. The format should be: PortName, LUN 
IDs, WWNs or WWNGroupNames. 


LUN_SWITCH_FORMAT 


Invalid format. The format should be: PortName, 
ON/OFF 


LUSE_FORMAT 


Invalid format. The format should be: Expand Lun 
TopCU, TopLdev, -limit IdevCount -Lun Portname, 
SCSID, LUN. 


MODLWWN FORMAT 


Invalid format. The WWN format should be: 
PortName, Nickname, NewWWN. 


NODATA 


Configuration information was not found in the file. 


PATH_EXIST 


The path already exists. 
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Table 2: Error messages (Continued) 



^^^^^ Error Message ^^^H 


^^^^^ Problem/Resolution ^^^^^B 


PATH FOP MAT 


invuiiu TormuT. ine uutu recoru TormuT snouiQ us. 
PortName, SCSID, LUN, CU, Ldev. 




I ne opsruTion was compieTeu wiTnouT errors. 


vAiin nATA 

VMLI U_Ur\ I r\ 


1 ne UUTU recoru or rue uuiu is vuiiu. 


VOLUME_INITIALIZE_FORMAT 


Invalid format. The format should be: volume initialize 
pyiNumuer, cui, laev i [,cuz,iaevzj... 


VOLUME_TO_SPACE_FORMAT 


Invalid format. The format should be: delete 


WWN_DEL_FORMAT 


Invalid format. The format should be: PortName, 
WwnNickname or WwnName. 


WWNJXIST 


The WWN already exists. 


WWNJORMAT 


Invalid format. The data record format should be: 
PortName, WWN, WWNNickname. 


WWN_GRP_FORMAT 


Invalid format. The format should be: PortName, 
WWNGrpNickname, WWNs in hex (minimum 2). 
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Error Codes 

Table 3: XP48/XP256/XP512 error codes 



Error codel 




1000 


The request of Host Mode (OxNl , 0xN2) is not matched to both of clusters ports value. 
Both of them must be the same. 


1002 


CA and/or BC volumes were tried to set the command Device. 


1003 


Your request was that the path to LDEV would be configured again. The path was set 
already from that port. 


1004 


Your request was that the single combination of Port, SCSI ID, and LUN would be 
configured for more than one volume. 


1005 


You tried to set the Path to the non-first LDEV at LUSE. You have to set the path to the 

t:^^i 1 r^c\/ «. .»^L»^ »i 1 1 ic[i 
tirst LUtV number at LUot. 


1 r\r\~7 


Your request of configuration change for the port was rejected, because either you 
tried to delete the only single path to the CA and/or BC volume OR some host has 
issued l/Os to the port. 


1008 


You tried to set volume that did not have any path as Command Device. Or you tried 
to delete the only single path to the Command Device. 


1009 


Your request of LUSE is not any correct emulation type of open volume. 


1010 


Your request was to combine some LDEVs as LUSE, however that had been defined as 

II ISF Kpfnrp \/oiir rpmiPQt 


101 1 


You tried to set LDEVs of LUSE, but they were over the limitation of CU boundary. 


1012 


Your request of path definition of LUSE was already defined. 


1013 


Your request of LDEVs of LUSE had different type of emulation type. 


1014 


Your request of path definition of expanded volume (by LUSE) was rejected. The LUSE 
volume might not have any path or might lose any patn. 


1015 


Your request of cancelation of LUSE configuration had still paths. 


1016 


You tried to combine CVS volume as LUSE. 


1017 


Your request to the DKC serial number was not existing. 


1018 


Your request to the port was not existing. Or your request to the port might be 
miss-matched such as the request to the Mainframe port. 


1019 


Your request to the SCSI ID was incorrect. 


1020 


Your request to the LUN was incorrect. 


1021 


Your request to the volume (CU#:LDEV#) was not existing. Or your request was to the 
Mainframe volume. 
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Table 3: XP48/XP256/XP512 error codes (Continued) 



Error codel 




1022 


Your request to the Host Mode was incorrect. 


1023 


Your request to the FC address was incorrect. 


1024 


Your request to the FC topology was incorrect. 


109^ 
1 UZ J 


lour requesT to Tne puTn was noT cxisTinu. 


1 uzo 


lour requesT to Tne lucvs were mot conTinuous numDer ot ll^evs tot Tne luoc 


1 097 


TOUT requesT to Tne Vw-oriirTiuna L'evice was incorrecT. 




lour reauesT or ine comuinea numuer or LLfcvs was over ine speciTicaiion or luoc yup 
to 36). Or, when LUSE is released, there is some LDEV that is included in the 
Expanded LU, and be not set. 


1029 


The size of CV that are combined to expanded LU, are different each other. Or, you 
want to combine CV and Normal Volume mixed. 


1030 


The area that was set for DCR is overlap to another DCR area. 


1031 


The size of area that was set for DCR is larger than volume size. 


1032 


The size of area that was set for DCR is larger than Cache size. 


1033 


The whole volume directions of DCR were specified to be Mainframe system volume. 


1034 


The classification of the specification method of DCR setting position and volume is not 
in agreemeriT. ^ldm numDer is speciTiea to /viainTrame sysTem voiume.j m cyiinaer 
number/header number is specified to be Open system volumes. 


1 DTi 
1 UO J 


1 ne seTup ot requirea ouusysTem \u is noT carriea out accorainy to ^«vo operaTion. 


1 uoo 


A\ TO wnicn Tne size ot ^...v is over Tne range wnicn can ue seT up ^smaller Tnan Tne 
minimum value and larger than maximum): The contents of specification are corrected 
and a demand is publisned again. 


1037 


The capacity for creating CV does not remain in Base Volume. 


1038 


What cannot be intermingled in the emulation type of CV was specified. 


1 VJO 7 


IT was going to perrorm ^vo operoTion to Tne volume to wnicn lu puTn is seT, or Tne 
volume by which LU extension is carried out. 


1040 


CU number of Normal Volume differs from CU number of Base Volume. 


1041 


Appointed CU number and LDEV number overlap the thing of other volumes by CVS 
operation. 


1042 


The volume specified as Normal Volume by CVS operation is not Normal Volume. 


1043 


The volume specified as Base Volume by CVS operation is not Base Volume. Or the 
volume specified as CV is not CV. 


1044 


Two or more CVs exist in Base Volume specified by CV to Normal. 
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Error codel 




1045 


Specified Subsystem ID overlaps the existing Subsystem ID. 


1046 


The setting number of DCR to 1 LDEV is over 16. 


1047 


The obstacle occurred in CVS increase-and-decrease operation. 


1048 


There is no specified volume or there was a deletion demand to the volume by which 
DCR specification is not carried out. 


1049 


CV by which CVS specification for decrease operation was carried out was the 
volume of only Base Volume. 




The volumes those are connected to expanded LU, include Reserved volume. 


1 \JD 1 


in Vw-vo opsruTion, an error is in emuiuTion Type speciTicuTion. 


1 (Ti? 
1 UZjZ 


IT was going to inciuue vv vv in aireuuy conTuineu in a group in orner vv vv in groups. 


1 UDO 


It was going to collect NAAA/N to which different access permission is set into \AAA/N 
group. 


1054 


When specifying Install CV at the time of Normal to CV operation, CU number and 
LDEV number of Base Volume were not the same as CU number and LDEV number 
which were specified by CV. 


1055 


It was going to set up access permission to LUN contained in LUN group. 


1056 


It was going to set up access permission to WWN contained in WWN group. 


1057 


It was going to include LUN already contained in a group in other LUN groups. 


1 \JDO 


IT was going to coiiecr luin to wnicn airrerenr access permission is ser inro luin group. 


1 UjV 


It was going to perform LUN Security operation to the port which is not a Fibre port. 




IT was going to perrorm luin oecuriiy operaiion to luin wirnouT lu parn. 


1061 


LUN Security function tended to perform LUN Security operation to the invalid port. 


1062 


An error is in the size specification which suited the emulation type and the emulation 
type to specify, at the time of Install CV setup. (User specification capacity is specified 
TO /viainTrame sysrem voiume.j ine numuer ot user speciTicarion cyiinaers is speciriea 
to be Open system volume. 


1063 


It was going to register the same WWN number as what is already registered. 


1064 


It was going to register the same WWN as what is already registered. 


1065 


It was going to register the same WWN nickname as what is already registered, or 
WWN group nickname. (WWN nickname and WWN group nickname must not 
overlap mutually.) 


1066 


WWN number not registered was specified (at the time of deletion or change). 


1067 


It was going to register the same WWN group number as what is already registered. 
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Error codel 




1 uoo 


vvvviN uroup numDsr noT reyiSTereu was spsciTieu [Oi Tne Time or ueieTion or cnungej. 


1 UOV 


It WQS going to register the some LUN group number os what is already registered. 


1 070 


LuiN uroup numuer hot r6Qi5T6r6Q was spsciTisu ^ut ine Time or ueieTion or cnunqej. 


1071 


It was going to set up the functional switch to the port where WWN is not registered. 
(When setting a functional switch as the port where WWN is not registered, you have 

T^^ r"^^ 1 ^T^ 1* \ A/ \ A/ ^vl c* 1 I'vi 1 1 1 T^ i^li# miTn ^^ti i ^^t ti i n^rt ^\ 1 i#i t^ n I i 1 1* Tn ^ rv^ ^ 

TO regisTer vv win simuiTaneousiy wirn a seiup or a runciionai swiicn.j '^r ine same 
setting demand as the contents set up now was published to the same port. 


1072 


It was going to register the same LUN group nickname as what is already registered. 


1073 


It was going to set up SubSystem ID without CVS operation. 


1074 


CU specified at the time of CVS operation (Install CV) cannot be set up. 


1075 


It was intermingled in one composition information setting demand, and CVS 
operation (Normal to CV, CV to Normal, Install CV, Deinstall CV) was specified to be 
it. 


1076 


It was going to create Reserve volume for Auto LUN to the volume which is the pair of 
r\\jLfiv\/ niTocni iruev.-opy 0/ 07\j/ nr ^...onTinuous Mccess Ar/ miacni onaaowimage 
S/390/HP Business Copy XP. 


1 077 


It \ c ^\ 1 m T^^ /~ r'A^ t^ Ir^^^ r"i \ \ i i I'V^ t^^ r" A l it^^ III ^vl t^^ Tr^ ^ i \ i i rv^ Xixr^i^n i^ Ir^^^ r"i ^^T 

IT was going to creoTe ixeserve voiume tot muto luin to Tne voiume wnicn is ixeserve ot 
Hitachi Shadowlmage - S/390/HP Business Copy XP. 


1078 


It was going to create Reserve volume for Auto LUN to the volume which constitutes 
extension LU. 


1079 


It was going to create Reserve volume for Auto LUN to the volume to which DCR is set. 


1080 


It was going to create Reserve volume for Auto LUN to the volume blockaded. 


1081 


It was going to create Reserve volume for Auto LUN to the volume to which the 
command device is set. 


1082 


It specified as Reserve volume for Auto LUN to the volume not existing. 


1083 


Reserve volume was set up as Reserve volume for Auto LUN to the volume which is 
setting ending. 


1084 


The volume specified as Reserve volume for Auto LUN is over the number (64) of the 
maximum assignment. Or it was going to cancel the volume more than the number 
registered with Reserve volume. 


1085 


The volume specified as Reserve volume for Auto LUN is set up as moved material 
volume. 


1086 


The volume specified as Reserve volume for Auto LUN has not supported RAID level. 
(An object RAID level is 1 or 5.) 
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Error code 1 




1087 


The specified move start time is in specification prohibition at the time of automatic 
move plan creation of Auto LUN. 


1 uoo 


1 ne speciTiea Time cannoi oe sei up oi ine Time or a\uto luin runcTionai parameier 
setup. 


1 uov 


An error is in the form of the specified date at the time of Auto LUN composition 
change. 


1 \J7\J 


Mn error is in ine rorm or ine speciriea Time ai ine Time or muto luin composiiion 
change. 


1 \J7 1 


1 ^r^^^iTi^^ ^^T^ ^^tnn^\T 1^^ /~\T 1 11^ ^T Tr^^ Tirvi^ ^^T Ai IT^^ 1 1 1 ^vl /~/^ rv^ ir\/~\c* i t i /~\ ^\ /-^ /-^ /~\ 

ine speciTieu uutc cunnoT oe sei up ut ine Time ot muto luin composiTion cnunue. 


1092 


The specified time cannot be set up at the time of Auto LUN composition change. 


1093 


The specified total term is outside the range of a totaled term at the time of a total 
command setup of Auto LUN. 


1094 


The deletion demand was carried out to the volume which is not Reserve volume, at 
the time of Reserve volume release for Auto LUN. 


1095 


Reserve volume which can be assigned does not exist at the time of HISHM volume 
move start (under use). 


1096 


The setup of Reserve volume for Auto LUN was demanded from the volume to which 

Tn^ r^^Tn ^ 1*^^ 1 ir^ 1^ ^^T 

ine pain group is sei. 


1 \J7/ 


ine composiTion cnange aemana was cornea out to rne runcrion in wnicn it aoes nor 
support. 


1 \J70 


ine seTup or ine rare or ine ciass maximum use was aemanaea rrom ine ciuss numuer 
not registered. 


1099 


The setup of a fixed parity group was demanded from FB4 number not registered or 
the parity group number. 


1100 


There is less affiliation WWN to WWN group than two. 


1101 


CVS operation (Deinstall CV) was demanded from non-mounted volume. 


1 102 


1 flFV \/riii tri^ri \r\ Hp tn^ on \/ l\lormn 1 IjFv in tn^ PnriK/ (^rriim Yoi i mnnr^^ 
LLy y\j\j iiicvj i\j udcic? iiic \j\ i\y i \ ll^ hi iiic luiiiy \Ji \j\jkj. i l>u i i i 

delete it by VSC Operation. 


1103 


The specific parity group is not configured in the Array. 


1104 


The Subsystem ID (SSID) can be set only by performing VSC operation. 


1105 


For the VSC operation, LDEV IDs assigned exceeds the number which can be set. 


1106 


The Path settina request was carried out to the Reserve-Volume for Auto LUN. Correct 
the contents of~^ specification and send a composition information setting demand 
again. 
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Error codel 




1107 


The Reserve-Volume setting request for Auto LUN was carried out to the volume to 
which the Path is set. Correct the contents of specification and send a composition 
information setting demand again. 


1108 


The setting request of the Command -Device was carried out to the Reserve-Volume 
for Auto IXJN. Correct the contents of specification and send a composition 
information setting demand again. 


1110 


Nickname is having an invalid character in the LUN Security Configuration Change 
request. 


nil 


Nickname is not specified in the LUN Security configuration change request. 


1112 


For the Auto LUN related configuration change request, the LDEV is set to migrate to 
the same RAID group. 


1201 


CHA High-Speed Mode specification was carried out. There is the Path which cannot 
set High-Speed mode into the specified Port. The parameter is changed into the path 
in which a High-Speed Mode setup is possible, and send a composition information 
setting demand again. 


1202 


CHA High-Speed Mode specification was carried out. There is the Host mode which 
cannot set High-Speed mode into the specified Port. The parameter is changed into 
the Host-Mode in which a High-Speed Mode setup is possible, and send a 
composition information setting demand again. 


1203 


CHA High-Speed Mode specification was carried out. There is the Fibre Address 
which cannot set High-Speed mode into the specified Port. The parameter is changed 
into the Fibre address in which a High-Speed Mode setup is possible, and send a 
composition information setting demand again. 


1204 


CHA Hiqh-Speed Mode specification was carried out. There is the Topoloqy which 
cannot set Hign-bpeed mode into the specitied Port. Ine parameter is changed into 
the Topology in which a High-Speed Mode setup is possible, and send a composition 
information setting demand again. 


1205 


/^i 1 A 1 1* 1 c 1 k i 1 •£•!.• • 1 1. xl -1.1 r"l n/^n 1 ■ 1 

LHA High-bpeed Mode specitication was carried out. mere is the Fibre PLd which 
cannot set High-Speed mode into the specified Port. The parameter is changed into 
the Fibre PCB in which a High-Speed Mode setup is possible, and send a composition 
information setting demand again. 


1206 


It cannot set by request because there is the CHA which is not set mode. Set the mode 
of the CHA, and send a composition information setting demand again. 


1207 


In the volume migration request, there are different points between Source volume 
and Target volume (ex: Track format. Number of Cylinder, etc.). Set same formatted 
volumes for Source and Target. 


1208 


In the volume migration request, the emulation type of the source volume is not 
supported type. Change request to set another source volume. 
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Error codel 




1209 


In the volume migration request, the emulation type of the target volume is not 
supported type. Change request to set another target volume. 


1210 


In the volume migration request, the number of the migration volumes are over the 
upper limit. Wait to complete other migration request or Cancel other migration 
request. 


1211 


In the volume migration request, the combination between the source volume and 
target volume is not supported combination. Change request to set another source 
volume or target volume. 


1212 


In the volume migration request, the source volume that is request is not installed. 
Change request to set another source volume. 


1213 


In the volume migration request, the source volume is blocked. Change request to set 
another source volume. 


1214 


In the volume migration request, the source volume is formatting now. Wait to 
complete a format. 


1215 


In the volume migration request, the source volume that is requested, is Command 
Device. Change request to set another source volume. 


1216 


In the volume migration request, the target volume that is defined is not installed. 
Change request to set another target volume. 


1217 


In the volume migration request, the target volume is blocked. Change request to set 
another target volume. 


1218 


In the volume migration request, the target volume is formatting now. Wait to 
complete a format. 


1219 


In the volume migration request, the target volume that is defined is Command Device. 
Change request to set another source volume. 


1220 


In the volume migration request, the target volume that is defined is not Reserve 
Volume of Auto QJN. Define the target volume to be Reserve Volume of Auto LUN. 


1 zz 1 


In the volume migration request, the source volume that is defined has been set to be 
the target volume of another request already. Change request to define another 
volume for source volume. 


1222 


In the volume migration request, the source volume that is defined has been set to be 
the source volume of another request already. Change request to define another 
volume for source volume. 


1223 


In the volume migration request, the target volume that is defined has been set to be 
the target volume of another request already. Change request to define another 
volume for target volume. 
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1224 


In the volume migration request, the target volume that is defined has been set to be 
the source volume of another request already. Change request to define another 
volume for target volume. 


1225 


In the volume migration request, the target volume and the source volume are defined 
to be same volume. Change request to define another volume. 


1226 


In the volume migration request, the source volume that is defined is "Primary 
Volume" of Hitachi TrueCopy - S/390/HP Continuous Access XP. Change request to 
define another volume. 


1227 


In the volume migration request, the source volume that is defined is "Secondary 
Volume" of Hitachi TrueCopy - S/390/HP Continuous Access XP Change request to 
define another source volume. 


1228 


In the volume migration request, "RAID Level" of the source volume is not supported. 
Change request to define another source volume. 


1229 


In the volume migration request, the source volume that is defined is "Primary 
Volume" of Hitachi Shadowlmage - S/390. Change request to define another volume. 


1230 


In the volume migration request, the source volume that is defined is "Secondary 
Volume" of Hitachi Shadowlmage - S/390. Change request to define another source 
volume. 


1231 


In the volume migration request, the source volume that is defined is "Primary 
Volume" of HOCJM. Change request to define another source volume. 


1232 


In the volume migration request, the source volume that is defined is "Root Volume" of 
Hitachi Shadowlmage - S/o90. Change request to define another source volume. 


1233 


In the volume migration request, the source volume that is defined is "Node Volume" 
of Hitachi Shadowlmage - V390. Change request to define another source volume. 


1234 


In the volume migration request, the target volume that is defined is "Primary Volume" 
of Hitachi TrueCopy - S/390/HP Continuous Access XP Change request to define 
another target volume. 


1235 


In the volume migration request, the target volume that is defined is "Secondary 
Volume" of Hitachi TrueCopy - S/390/nP Continuous Access XP. Change request to 
define another target volume. 


1236 


In the volume migration request, "RAID Level" of the target volume is not supported. 
Change request to define another target volume. 


1237 


In the volume migration request, the target volume that is defined is "Primary Volume" 
of Hitachi Shadowlmage - V390. Change request to define another target volume. 


1238 


In the volume migration request, the tarqet volume that is defined is "Secondary 
Volume" of Hitachi Shadowlmage - S/390. Change request to define another target 
volume. 
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Error code 1 




1239 


In the volume migration request, the target volume that is defined is "Primary Volume" 
of HODM. Change request to define another target volume. 


1240 


In the volume migration request, the source volume that is defined is "Reserve 
Volume" of Hitachi Shadowlmage - S/390. Change request to define another source 
volume. 


1241 


In the volume migration request, the source volume that is defined has been set DCR. 
Change request to define another source volume. 


1242 


In the volume migration request, the target volume that is defined has been set DCR. 
Change request to define another target volume. 


1243 


In the volume migration Cancel request, the volume that is requested cancel, is not 
defined the migration or completed the migration already. Change request 


1244 


In the volume migration request, it is impossible to create the "PLAN" that is defined. 
The reason is the following. The Load is too heavy than defined condition. There is the 
volume that load is too much. There is not enough Reserve Volume for Auto LUN. 


1245 


Over the upper limit of RequestHnstance) Number for the prediction data of 
Utilization. LJelete the instance tnat is not used. 


1246 


In the request of Auto LUN configuration data change, more than one same request is 
set in one PDU. Same type set request send by each other PDU. 


1247 


In the request of Auto LUN configuration data change, DKP Number that is specified 
in the request is incorrect. Change Request and re-send Set-Request. 


1248 


In the request of Auto LUN configuration data change, CHP Number that is specified 
in the request is incorrect. Change Request and re-send Set-Request. 


1249 


In the request of Auto LUN configuration data change, BUS Number that is specified 
in the request is incorrect. Change Request and re-send Set-Request. 


1250 


In the request of Auto LUN configuration data change, DRR Number that is specified 
in the request is incorrect. Change Request and re-send Set-Request. 


1251 


In the request of Auto LUN configuration data change, LDEV Number that is specified 
in the request is incorrect. Change Request and re-send Set-Request. 


1252 


In the request of Auto LUN configuration data change, ECC Group Number that is 
specified in the request is incorrect. Change Request and re-send Set-Request. 


1253 


In the request of Auto LUN configuration data change, MPA Number that is specified 
in the request is incorrect. Change Request and re-send Set-Request. 


1254 


In the request of Auto LUN configuration data change, CARB Number that is specified 
in the request is incorrect. Change Request and re-send Set-Request. 


1255 


In the request of Auto LUN configuration data change, Cache Number that is 
specified in the request is incorrect. Change Request and re-send Set-Request. 
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1256 


In the request of Auto LUN configuration data change, SM Number that is specified in 
the request is incorrect. Change Request and re-send Set-Request. 


1257 


In the request of Auto LUN configuration data change, Combination between MPA 
and CARB that is specified in the request is incorrect. Change Request and re-send 
oeT-i\ec|ue5T. 


1258 


There is nothing the port that is defined. (Incorrect number, Not Fibre port). Change 
ixecjuesT ana re-sena oeT-i\ec|uesT. 


1259 


When change request to the configuration data of port control, set the upper limited 
vaiue TO ine pnoriTy pori. v^nange ixeguesT ana re-sena oeT-i\eguesT. 


1 zou 


vvnen cnange requesT to me connguraTion aaia or pori coniroi, sei ine inresnoia levei 
to the non priority Port. Change Request and re-send Set-Request. 


1 ZO 1 


ram cannoi ue conngurea tot me lucv wnicn is reservea ror v^n-uemana. 


1 zoz 


v^ommana L-'evice sening cannoT ue conrigurea ror ine ll'cv wnicn is reservea ror 
On-Demand. 


1263 


The LUSE related configuration change cannot be executed for LDEV which is 
reservea ror wn-uemana. 


\ zo-^ 


ine Lucv cannoT ue reservea ror muto luin as it is reservea ror Vw-'n-L'emana. 


1 9AA 
1 zoo 


Muro LUIN /vianuai /viigrairon was requesiea ror ll^ev wnicn is reservea ror 
On-Demand. 


1267 


Auto LUN Auto Migration was requested for LDEV which is reserved for On-Demand. 


1268 


When change request to the configuration data of port control, both of the threshold 
level for Total priority Port and priority port are set at same time. Change Request and 
re-send Set-Request. 


1269 


The priority mode change failed as Host l/Os are in progress. 


1270 


WWN is not specified in the configuration change request of PPC. 


1 97T 
1 Z/O 


opeciTiea vv win is nor conrigurea in ine array. 


1280 


Parity Group which is not configured as On-Demand has been specified. 


1282 


You cannot combine On-Demand, LUN Mgmt Operation and Cache LUN operation 
in a single configuration change request. 


1283 


Specified Parity Group is reserved for On-Demand operations. 


1290 


You are trying to install a Temporary key within 1 80 days after the expiry of the last 
Temporary Key that was installed or trying to install a Temporary Key when already a 
Temporary Key is installed. 


1291 


Capacity of License Key that you are trying to install is insufficient. Please get License 
Key that is of adequate capacity. 



258 



Command View XP Command Line Interface (CLI) Reference Guide 



Error Messages 



Table 3: XP48/XP256/XP512 error codes (Continued) 



Error codel 




1292 


Permanent License Key that you are trying to install is not correct or is of inadequate 
ca pacity. 


1293 


You are trying to install a temporary or emergency License Key when you already 
nave u rerrTianenT i\ey insTuiisu ror Tne sonwure. 


1294 


The Uninstall Operation of the License Key for software is not done properly. Kindly 
Try TO uninsTaii it aaain. 


1 Z7 J 


License i\ey coae is incorreci. nease insiaii ine correcT License i\ey. 


1 zyo 


The Licensed Software that is needed before the particular software license that you 
are trying to install, is not installed. 


1297 


The License Key is not installed for the particular product. Please get the license key by 
contacting the nP Product Support. 


1298 


Both Install and Uninstall commands cannot be executed in same SET operation, 
ivinaiy sena inese commanas separaieiy. 


1299 


Multiple Uninstall requests were sent in a single SET Request. 


2000 


Your request was rejected because somebody operated to the RC. 


2001 


SetRequests of configuration or GetRequest were issued at the initial state. At that time 
R.C. did not have any MIB information to the request. This message may occur at the 
first operation without Refresh Request. 


2002 


Your request was failed, because of connection issue between R.C. and SVP Or you 
request too early timing, SNMP agent did not start yet. 


2003 


Request to read information from SVP failed. SVP may be running low on resources. 
Please have HP representative verify proper SVP RAM configuration and verify that no 
unsupported applications are running on the SVP. 


2004 


Mandatory files (Windows DLL/EXE files etc.) could not be loaded for the SNMP 
operoTion. 




Minimum capacity of memory was not assigned for the operation. 


2006 


Your environment did not include all of needed program product. (Ex: LUN 

rrinfini irntion KArxTxryry^v XP nr R t Qv/Qtpm rPQniirfPQ I 


2007 


Your request of LUSE configuration was rejected, because LUN configuration 
Manager XP was not installed. (R.C. program/LUNM/LUSE) 


2008 


Your request of LUN security was rejected, because Secure Manager XP was not 
installed. (R.C. Program/LLJN Security). 


2009 


Your request was rejected, because the version of SVP/DKC was incorrect. 


2010 


Your request of configuration change of port was rejected, because some hosts issued 
l/Os to the port and the closed port request was rejected. 
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201 1 


There might be hardware error. Also, array microcode may have been installed 
incorrectly. Have your HP service representative re-install the DKC microcode. 


2012 


There might be the failure of port. 


2013 


There might be the failure at download. 


2014 


There might be recoverable error of Port. 


2015 


Your request was rejected, because of SVP operation. 


2016 


Your request was rejected, because of SVP operation. 


2017 


SNMP Agent released the lock state that was issued from somebody. Because he did 
not reissue lock request as the health check at regular interval. 


2018 


XP256: DCR for open required in order to perform the concerned comiposition 
inTormoTion sening aemana ^r. r. iNome. rrogram/ v.-'pen l'v.^ix or ^...acne LuiNj is 
not installed. 

XP48/XP512: License Key for Cache LUN is not installed. Please install the same to 
perform any Cache LUN SET operation. 


2019 


XP256! CVS for open required in order to perform the concerned composition 
information setting demand (P. P. Name: RC Program/Open CVS or LUN Manager) 
is not installed. 

XP48/XP51 2: License Key for LUN CONFIGURATION MANAGER XP is not installed. 
Please install the same to perform any VSC SET operation. 


2020 


DCR for Mainframe required in order to perform the concerned composition 
information setting demand (P P Name: RC Program/DCR or D.C.R) is not installed. 


2021 


CVS for Mainframe required in order to perform the concerned composition 

• f 1.- 1 1 in n ki n/^ n //^\/c f~' \ic\ • i. • i. II 1 

mtormation setting demand (r. r. Name: RL rrogram/CVb or CV.o) is not installed. 


2022 


A in LVb execution: bince bVr and DKL are LVb processing, time is set and a 
composition information setting demand is published again. 


2023 


XP256: Auto LUN (P P name:PP. name:RC Program/Auto LUN or) required in order 
to perform the concerned composition information setting demand is not installed. 

XP48/XP512: License Key for Auto LUN XP is not installed. Please install the same to 
perform any Auto LUN SET operation. 


2024 


At the time of Auto LUN composition change, the obstacle occurred. 


2025 


At the time of Auto LUN composition change, the obstacle occurred. 


2026 


Use in common at the time of Auto LUN composition change. The obstacle occurred. 


2027 


The power-supply obstacle occurred at the time of Auto LUN composition change. 


2028 


It is [ PS ] under OFF at the time of Auto LUN composition change. 



260 



Command View XP Command Line Interface (CLI) Reference Guide 



Error Messages 



Table 3: XP48/XP256/XP512 error codes (Continued) 



Error code 1 




2029 


At the time of Auto LUN composition change, the transmission obstacle (CHA) 
occurred. 


2030 


At the time of Auto LUN composition change, the transmission obstacle (DKA) 
occurred. 


2031 


The version of RMC, DKC, and SVP is not in agreement. 


2032 


The connection between DKC -SVP is busy. Wait a just moment, and re-try from 
Refresh Request. 


2033 


The Configuration data is changing in SVP. ^^ait a just moment, and re-try from 
Refresh Request. 


2034 


XP256: PP for Port Control is not installed. Install PP that is needed to port control. 

XP48/XP512: License Key for PORT CONTROL RESOURCE MANAGER is not 
installed. Please install the same to perform any PORT CONTROL RESOURCE 

/V»a\INa\VjCi\ oC I operQTion. 


2035 


Possible Auto LUN initialization problem. Go to on-line FAQ under Command View 
ouppori TOD. oee iiem on rossiuie muto luin iniTiaiizaTion prouiem ror more 
information. 


2036 


Required Data cannot be collected for Auto LUN. 


2037 


Please check the DKC status. If the problem persists on retrying the operation, please 
contact the HP Product Support. 




oiN/v\r MgenT couia noT yei ine poinTer or some exiernai runcTions. 


3001 


SNMP Agent could not get the pointer of some external functions for the trace 
information. 


ouuz 


oiN/vir Mgeni aeieTea ine raiiure or logicai inTerTace ine runcTions 


3003 


SNMP Agent detected internal logical error. Possible Auto LUN initialization problem. 

C-ir\ kr\ on- in^ FAf^ iinri^r ^ommnnri \/i^\a/ "^iinnort" tnn itom on "Poccin^ Aiito 

\J\J \\J \J\\ Mile? 1 / \>Oc Ul Vta>Ul lllllUlIU view OUULf^l 1 lU U. 1 IC?1 1 1 \J\\ \ KJooiVJW r\\J\\J 

LUN initialization problem" for more information. 


3004 


There was not the management directory of MIB. 


3005 


SNMP Agent failed to write the management data on the management directory of 
MIB. 


3006 


There was some error of mandatory files for the SNMP Agent. 


3007 


An internal logical error happened in the Agent. Please contact the HP Product 
Support. 
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10999 


Failed to create internal worker thread. If this problem persists, please call the HP 
Product Support. 


1 1000 


i~ * 1 1 ■ 'if*! 1 / rt \ if il * II * ■ 1 II il 1 in 

railed to wait tor internal event (Base). It this problem persists, please call the HP 
Product Support. 


11001 


Failed to send internal message (Base). If this problem persists, please call the HP 
Product Support. 


11002 


Failed to create the window for internal process. If this problem persists, please call 
the Mr rroduct oupport. 


1 1 UUo 


Failed to register the window class. Please call the HP Product Support. 


\ \ UU4 


An error occurred. If this problem persists, please call the HP Product Support. 


1 1 UUD 


An error occurred. If this problem persists, please call the HP Product Support. 


11006 


An error occurred. If this problem persists, please call the HP Product Support. 


11007 


An error occurred. If this problem persists, please call the HP Product Support. 


11999 


Failed to create shared memory. Please call the HP Product Support. 


12000 


Failed to access shared memory. Please call the HP Product Support. 


12001 


Failed to reserve memory. Please call the HP Product Support. 


12004 


A 1 if il * II * ■ 1 II il 1 m n \ I c I 

An error occurred. It this problem persists, please call the HP Product bupport. 


12999 


An error in the sequence of the operations occurred. Please report this to the HP 
Product Support. 


13000 


Ihe number ot bbl operations you are trying to pertorm exceeds the MAX limit 
(8192) 


13001 


Internal CV Server error. Please file a bug or contact the HP Product Support and 
report the error. 


13999 


An error occurred. If this problem persists, please call the HP Product Support. 


14000 


i~ *l 1 I il r*l nl II il 1 in n 1 ■ c ■ 

railed to access the tile. Please call the HP Product bupport. 


14002 


Invalid user ID used for login. Please input the correct user ID and try to log in again. 
If this problem persists, please call the HP Product Support. 


14003 


Invalid password. Please input the correct password and try to log in again. If this 
problem persists, please call the HP Product Support. 


14004 


Invalid internal logic. Please call the service personnel. 


14005 


The IP address of the server cannot be obtained. Login is not possible. Please call the 
HP Product Support. 
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ixemoTe ixeyiSTry couiu noT us conTuCTeu. Mn error occurreu. it Tnis prouiem persiSTS; 
please call the nP Product Support. 


14007 

1 -H-UU/ 


invuiiu ui\L. A\n error occurreu. it inis prouiem persisiS; pieuse can ine nr rrouuci 
Support. 


14008 


The name is already bound to the registry. Please call the HP Product Support. 


1/1000 


iMTernai oerver error, nease coniacT nr rroauci ouppori. 


1 401 0 


1 ne v^iieni session nas ueen loggea out. v^v win rerry to log in ana esrauiisn rne 
connection with the array. 


14011 


The number of connections allowed to RMI Server is 32. The number of users logged 
in to the server at present has attained this value. Please wait for sometime and retry. 


14012 


The RMI server configuration is invalid. Please call the HP Product Support. 


14019 


Network error detected; exclusive lock is released. CV will be trying to lock the array 
again. 


15074 


Invalid key code. Please check the request for setting and re-execute the operation. 


15131 


You cannot log on because the specified user ID is already being logged on, or 
because the termination process in the previous logon was not performed properly. 
Log on with other user's ID. There is a possibility that the termination process in the 
previous log-on was invalid. (Terminated by pressing the end button of the browser.) 
MTier i\/v\i lime OUT ^aerauiT i min.j, log on again. 


15507 


Administrator is changing the system environment. (Changing CGI file). Please wait 
for a while and log in again. 


15508 


Forced cancel of Modify is executed. Re-execute Modify. 


15513 


Result of canceling forced Modify. It cannot be executed when some other manager is 
holding the lock through SNMP or SVP is in Modify. 


15515 


n k f I* f 1 k i l*f XI 1 ±1 1 1 ^ 1 • 1 

Result ot canceling torced Modity. Ine user has not logged on or has not exclusively 
locked the array. 


15516 


Result of canceling forced Modify. When the argument 0 is specified, the forced 
Canceling forced Modify whose configuration is being changed is not executed. 
Specify the argument 1 (Cancel Modify while the configuration is changed), or wait 
for the completion of configuration change, and re-execute canceling forced Modify. 


15517 


Result of forced log off. Since the users other than those execute forced log off do not 
exist, the forced log off cannot be executed. While other user is logged on, execute 
the forced log off. 


15518 


Result of the forced log off. The user specified by the argument has not logged on. 
After re-executing the user specification that you want to log off with the argument, 
re-execute the operation. 
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15519 


Result of the forced loq off. When specifyinq 0 in arqument, do not execute the forced 

1 ££ L J 1 • L ■ -J /\*/L 11- \ L iL £• i- 

log ott when data is being acquired (When getting) or when the contiquration is 
being changed (When setting). Specify the argument 1 (Execute log off during the 
data is acquired or during the configuration is changed), or wait for the completion of 
data acquisition or configuration change, and re-execute forced log off. 


15520 


Results of environment timer acquisition/setting. The specified timeout name does not 
exist. Set the correct timeout name of the argument number for acquisition, and set the 
correct timeout name of the setting class for setting. 


15521 


Result of setting environment timer. The specified timeout value is out of the scope. Set 
Tne correcT TimeouT vuiue or Tne seTTing ciuss. 




1 ne environmeni Tiie, env.csv, cannoT ue openea. is ueing upaarea, or upaare is 
in process in Set. Please wait for the completion of CGI update or update in Set, and 
re-execute the operation, env.csv should be opened. 


17049 


Inconsistent number of the registered data conversion tables. Please call the HP 
Product Support. 


21999 


Failed to reserve memory. Please call the HP Product Support. 


22000 


Failed to create internal worker thread. Please call the HP Product Support. 


22001 


Failed to create shared memory. Please call the HP Product Support. 


22002 


Failed to access shared memory. Please call the HP Product Support. 


22003 


An error occurred. If this problem persists, please call the HP Product Support. 


99004 


Ir^T^frt^l l^^^i^^l 1 ^ 1 ^T^ ^1 / X^i^^r*^ ^^11 Tn^ H M X^ir^^ni i^t ir^r^^^r"T 

iniernai loqicai inconsisiency. riease can ine nr rroauci oupporr. 


22005 


Failed to create the window for internal process. Please call the HP Product Support. 


22006 


Failed to open the environment file. If this problem persists, please call the HP Product 
Support. 


22007 


Failed to access the environment file. If this problem persists, please call the HP 
Product Support. 


22008 


Failed to access the environment file (Illegal format). If this problem persists, please 
call the HP Product Support. 


22009 


Invalid emulation type. The CV server configuration is not valid. Please call the HP 
Product Support. 


22010 


Failed to access the environment file (File does not exists). Please call the service 
personnel. 


22011 


Requests for configuration change of different products received at the same time. 
Please contact the HP Product Support. 
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22013 


Internal logical inconsistency. If this problem persists, please call the HP Product 
Support. Please contact the HP Product Support. 


22014 


Array cannot be managed presently because some other manager may be trying to 
manage the array. Wait for a while and reissue the request. 


25038 


The maximum number which can be processed was exceeded. Please reduce the 
nurriDer or rec|uesTs ana Try ayain. 


1 zo 


Mn error in ine sequence or ine operaiions occurrea. riease repori inis to ine nr 
Product Support. 


25508 


Array cannot be managed presently because some other manager may be trying to 
manage the array. Wait for a while and reissue the request. 


25511 


Path and host group cannot be deleted at the same time. Please perform the delete of 
Path and Host tSroup separately. 


26000 


Event creation failed. Please call the service personnel. 


26010 


An error occurred. If this problem persists, please call the HP Product Support. 


26020 


Failed to open the environment file. Please call the service personnel. 


26021 


Failed to access the environment file. Please call the service personnel. 


26500 


SVP is busy. Please wait for a while and retry. 


27028 


An internal error occurred. Please try your operation again. If this problem persists, 
please contact your HP support representative. 


27058 


Internal logical error. If this problem persists, please call the HP Product Support. 




oeriai numuer ror ine aevice nor regisrerea. riease can ine nr rroauci oupporr. 


28998 


Another user has locked the Array. Please try again later. 


28999 


No right to unlock. An error occurred. If this problem persists, please call the HP 
Product Support. 


29997 


Error of the unsupported function. Please check the set data and re-execute the 
operation. If the problem persists after a few tries, please call the HP Product Support. 


30999 


Command device is set for the volume used in HP Continuous Access XP or HP Business 
Copy XP Please check the setting. 


31000 


You are trying to set multiple paths to the same volume from one group. Please check 
the setting. 


31001 


You are trying to set multiple volumes to one group of port/group ID/LUN. Please 
check the setting. 


31002 


Path cannot be set to unmounted volumes, LDEVs other than the top expanded LUSE, 
reserved volume for Auto LUN and LDEVs set to On-Demand. Please check the setting. 
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31004 


Failed to remove the path. The specified path is the last path of 
TrueCopy/Shadowlmage volume. Please Correct the contents of LU path setting, and 
request the setting of the configuration information again. 


31006 


The emulation type of the LDEV to be combined as a part of LUSE is not on open 
volume. Please cneck the setting. 


31007 


You are tying to set the LUSE including already expanded LU. Please check the setting. 


31008 


The volume to be combined as a LUSE extends over CUs. In LUSE, all LDEVs should 
belong to same CU number. Please check the setting. 


31009 


LU path is set to the volume to be combined as a LUSE. Please check the setting. 


31010 


tL I 1- 1 £ iL 1 1 L L- J J J 1 1 ICC 1 iL 

Ihe emulation types ot the volumes to be combined as an expanded LUbb are not the 
same. If you want to set the LUSE, you should select LDEVs of same emulation, same 
capacity, and same volume attribute (either all should be Normal Volume or all 
should be Custom Volume). 


31012 


LU path is set to the expanded LUSE to be released. Please release the path of the 
TurgeT voiume TirsT, unu Tnen uisp6rs6 Tne luoc 


Tim 


1 ne pori speciTiea as ine eiemeni or ine conriguraiion cnange aoes nor exisT. 
Unmounted port or mainframe port might be specified. Please check the port 
specified. 


31017 


Invalid LUN. Please check the setting. 


31018 


The specified volume does not exist. Unmounted volume or mainframe volume might 
be specified. Please check the port specified. 


31019 


Invalid host mode. Please check the setting. 


31021 


Invalid Fibre topology information. Please check the setting. 


31022 


The specified LU path does not exist. Please check the setting. 


31024 


The specified value of the command device setting is invalid. Please check the setting. 


31025 


The number of volumes that can be combined as an expanded LU is exceeded. 
(MAa.oo). riease check the setting. 


31026 


The capacities of the volumes to be combined as an expanded LU are not the same. 
Or, you are trying to mix Customized Volume and the normal volume (Native 
Volume). If you set the expanded LU, set the same emulation, the volume of the same 
capacity, and the same volume attribute (Native Volume or Customized Volume: 
cannot be mixed). 


31028 


The extent set to Cache LUN exceeds the value v/hich can be set in the target volume. 
Since the Cache LUN extent which can be set by the volume is variable, check the 
emulation type of the target volume. For details, call the HP Product Support. 
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31030 


Entire volume instructions of Cache LUN needs to be specified. Please specify START 
and END LBAs. 


31031 


The method of specifying the Cache LUN setting position and the volume type do not 
match. Please specify the cylinder number/header number for mainframe volumes. 
For open volumes, specify the LBA numbers. 


31032 


SSID is not set for the VSC operation. Please contact the HP Product Support. 


31033 


ti • -r* 1 1 ■ ^1 • \/ 1 II* • 1 r ii II /ti I 1 

Ine size specitied dunng Customize Volume setting is out ot the extent, (me value set 
is smaller than the minimum value, or larger than the maximum value). Note that the 
size depends on the emulation type of the target volume. 


31034 


The capacity for CV creation does not exist in the logical parity group. When setting, 
note that the number of the LDEVs stored in the PG is different depending on the drive 
type and RAID type. For details, please call the HP Product Support. 


31035 


The CV emulation type which cannot be mixed is specified. Or, the unsupported 
emulation type is set. The definition is different depending on the emulation type. For 
details, contact the HP Product Support. 


0 1 uoo 


in Tne operaiions, lucvs vviin pain assignea, pari or luoc ana vviin ll^ev 
Security ON cannot be used. 


31037 


Internal logical error occurs. Please contact the HP Product Support. 


31038 


The CU number and LDEV number set in the VSC operation overlap with those of 
other volumes. Please check the setting. 


31039 


Cache LUN settings needs to be specified while performing prestaging operation. 


31040 


Operation is instructed to the logical parity group which is not mounted in the VSC 
operation. Please check the setting. 


31041 


During the VSC operation (Volume Initialize), the number of the volumes specified 
doesn t match the number of normal volumes that needs to be restored. Please check 
the settings. 


0 1 u-^z 


1 ne opeciTieu ouu-oysTem lu uireaay exisTS. rieuse v^onTacT Tne nr rrouucT ouppoiT. 


31045 


Request for Cache LUN release is given to the unmounted volume or the volume with 

no ( n^n^ II IN coHinnc P onc^ ^n^^l^ tno coHinn 
\\\J \^\Ji\^\\sS LUIN odllilLjO. 1 iCUoC L.I ICL-Ix lilC? odllllM- 


31046 


During the VSC operation (Volume Initialize), CV is not set in the target logical parity 
group. Please check the setting. 


31047 


When changing the LUSE configuration, LDEVs reserved for Auto LUN and 
On-Demand volumes cannot be used. 


31048 


Wrong emulation type specified for VSC operation. 


31056 


LUN security settings cannot be given for ports other than Fibre Ports. Please check the 
settings. 
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31058 


LUN Security is not enabled for the particular port. 


31059 


During the CVS operation, the wrong emulation type and the wrong size which 
matches the emulation type are specified. For mainframe volumes, specify the 

capacity. 


31060 


The specified WWN number is already registered in the Array. Please specify another 

wwk 


31062 


The Host Group nickname or WWN nickname is already registered. Please check the 
settings. 


31063 


The WWN is not registered. Please check the settings. 


31064 


The Host Group that you are trying to register is already registered. 




lilc UilicryidlcicrU ilUol UiUUU Id dUcClllcU. ricrUdC CUiicCI lilc; oUcrClllcU LUillcrilld. 


O 1 \J/ 1 


Trio I 1 1 c r\o^i Tiori ri 1 1 ri nn trio I \/^ ^r^omfi^n 1 1 n c\n I W 1 n r\o cot I ^rro^f trio 
1 1 Ic \^\J oUcL-l 1 IcU UUIIilLj 11 Ic v^VO (JUcI UIIUil llilolUII ' 1 1 1'-'l l<Jc ocl. Vh>(JI 1 CL-I 1 1 Ic 

specified contents. 


31072 


VSC operations (Initialize, Install CV, Delete LDEV) are specified in a single request 
for the configuration information setting. This combination of settings is not allowed. 


O 1 \J70 


1 no r^omf i^n ic ron i iocfo/~i f^r f no 1 1 n m^i i nfo/H \/^ 1 1 mo P o/~ico ^no^l/' f no cof f i n/~ic 
llIC V Ov^ (JUClUIIUll lo ICUUColCU l\Jl lllc U 1 1 1 1 l(JU I IICU VfJIUlllC. f ICUOC L.ilCL.Ix lilC oCllllIM^- 


31099 


The volume(s) you tried to delete is/contains the last volume in the Parity Group. Last 
Normal Volume cannot be deleted in a Parity Group. 


31100 


The parity group is not mounted in the VSC operation. Please check the settings. 


31101 


SSID not being set in the VSC operation. Please report to the HP Product Support. 


31102 


The number of the LDEV IDs which can be set in the VSC operation is exceeded. 
MAX.CU:0-o l/LDbV:0-255). Note that the LDbV ID (Upper limit ot LU) which can 
be used is determined with the SM capacity. For details, call the support center. 


oil AC 

0 1 105 


When changing the command device configuration, you cannot set the following 
items. 1 ) Reserve volume for Auto LUN, 2) On-Demand volume, 3) Volume other than 
OPEN volume (including unmounted volume) Please check the volume where the 
command device is set. 


31108 


Nickname is not specified when the change of the LUN Security configuration is 
requested. Please specify the nickname and perform the configuration change 
request. 


31110 


The LDEV tried to be created in the VSC operation is being used as the HPAV 
function. Change the specified volume ID, or cancel the HPAV settings. 


31113 


The value is not specified in WWN registration. Or, 0 is set to the value for WWN. 
Please set the value for WWN and perform the configuration change request again. 
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31 1 20 


T\ 11- £ il 1 1 * *i * i 1 1 i il ii* £ J.I 

me setting ot the command device security is requested, but the setting ot the 
command device for the target volume is not performed. Wtien setting the command 
device security, set the command device in advance or concurrently. 


31121 


The methods of setting the command device/command device security are wrong. The 
following cannot be set for the same volume. 1) Setting command device + Releasing 
command device security, 2) Releasing command device security + Setting command 
aevice securiiy. ^...orrecT ine speciriea conienTs. 


31122 


In WWN registration, the host group where the WWN is registered does not exist. 
Correct the specified contents. 


31123 


Command Device cannot be set for an expanded volume. 


31124 


Though CHA high-speed mode is specified, it is specified to the unmounted CHA. 
Please check the channel package. 


31125 


Though the channel speed is requested to change, Fiber PCB is the unsupported 
version. Please check the channel package. 


31126 


For WWN related configuration change requests in LUN Security operations, the 
number of WWNs that can be registered (max. 255) per port is exceeded. Please 
check the settings. 


31127 


Invalid character is used when HOST GROUP and WWN are registered. Please 
change the name and try the configuration change request. 


31128 


For host group related configuration change request jadd/delete/change), the 
maximum number that can be set for a port is already reached, (range : 0-1 27) 


31129 


For WWN related configuration change requests (add/change), the maximum 
number that can be set for a port is afready reached (range is 0 - 254). Please check 
the settings. 


31130 


Configuration change request contains number of host mode settings which exceeds 
the maximum number if host group IDs in the port. Please check the setting. 


31131 


Configuration change requests contains number of path settings which exceeds the 
maximum number which can be set in the port. 


31132 


When the PORT information (Fibre Address/Fibre Topology/Channel Speed) is set, 

mi itm P 1 nctri iftionc on rr\rMr\r\^ nrp cpt to tnp cnm^ P()RT P pnc^ fn^fK fn^ cpHinn 

IllUlllitJIC IIIOllUL>IIUllO \J \ 1 L>IIVJllUC? VJIC OCI i\J 1 1 IC OVJ 1 1 IC 1 \^ l\ 1 ■ 1 ICVJoC L>l ICL>lx 1 1 IC III 1 M p 


31133 


when the CHA high-speed mode is set, multiple instructions on change are set to the 
same PORT. Please check the setting. 


31134 


Configuration change request contains number greater than the maximum number of 
LUSE(MAX.4096). Please check the setting. 


31137 


The Port Group settings needs to be canceled/deleted before performing this 
operation. 


31138 


DKC is in the BUSY status. Please wait for a while and resume the operation. 
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31139 


The LDEV has LDEV Security set. Please switch off the LDEV Security before 
performing the operation. 


31140 


An internal CV Server error occurred. Please report this to the HP Product Support. 


31141 


VSC operation involves LDEVs which are part of LUSE. Please disperse the specific 
LDEVs and perform the operation again. 


31198 


Though the CHA high-speed mode is specified, the high-speed mode cannot be set to 
some of the specified paths. (CHA speeds are not the same.) Please check the setting. 


31200 


"Tl 1 l\ /-I 1 A 1 * 1 1 1 • -f- 1 il 1 • 1 1 1 L \ L L 

1 hough the CHA high-speed mode is specitied, the high-speed mode cannot be set to 
some of the specified ports. (Fibre Addresses are not the same). Please check the 
setting. 


31201 


Though the CHA high-speed mode is specified, the high-speed mode cannot be set to 
some of the topologies in the specified port. (FC-AL specifications are not the same). 
Please check the setting. 


31347 


Since the port to which the path is tried to be set is the port for CA, it cannot be used. 
Change the attribute of the target port to TarGet or RCU TarGet in order to enable the 
path setting. 


31348 


C L L 1 • 1 il /-I 1 A 1 • 1 1 1 * L \ l\ l*f£ L 11 '\ 1 

oome ports to which the CHA high-speed mode is set have the ditterent attributes. 
When setting the CHA high-speed mode, set the same port attributes. 


31349 


Since the port for which you had performed the configuration change request has the 

1*1 Vl f A ill 1 n\ 1 i il 1 • 1 i\ 1 * il 

logical paths tor CA, it cannot be changed. Delete the logical paths, and re-issue the 
request for configuration change. 


31350 


Since the port for which you had performed the confiquration chanqe request has the 

c 1*1 il -1 1 I 1 \y 111 1 A 1 1 il c \ 1 ■ 1 

b-VOL logical paths, it cannot be set. You need to delete and set the o-VOL logical 
paths which is set to the RCU TarGet port. Re-issue the request for configuration 
change. 


31351 


C i\ if 1 • 1 II f 1 il f* 1' 1 i • il 

bince the port tor which you had pertormed the contiguration change request is the 
Initiator Port of CA, it cannot be cnanged. Please change the port attribute. (Change 
to TarGet or RCU TarGet attribute.) 


31352 


Since the port for which you had performed the configuration change request is the 
Initiator Port of CA, it cannot be cnanged. Please change the port attribute. (Change 
to TarGet or RCU TarGet attribute.) 


31353 


Since the port for which you had performed the configuration change request is the 
Initiator Port of CA, it cannot be cnanged. Please change the port attribute. (Change 
to TarGet or RCU TarGet attribute.) 


31354 


The port tried to be set is the port for Fibre TrueCopy; it cannot be set. Please delete 
the logical path and perform the configuration change operation again. 
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31597 


1/ f iiikiLi in li" i.*±lll 1 * It f 

Key tor LUN Management rroduct is not installed or has expired, lo pertorm any 
operation related with LUN Management, you need to install a valid key. Please 
contact HP Product Support. 


31598 


1/ r \/l Li I" ■■■III 1 "It f 

Key tor Open Volume Management is not installed or has expired, lo pertorm any 
operation related with Open Volume Management, you need to install a valid key. 
Please contact HP Product Support. 


31599 


i/f\/l k A L n \ L ' L • I W \ 1 -It £ 

Key tor Volume Management rroduct is not installed or has expired, lo pertorm any 
operation related with Volume Management, you need to install a valid key. Please 
contact HP Product Support. 


31600 


License tor Open Cache Management is not installed or has expired, lo pertorm any 
operation related with Cache Management, you need to install a valid key. Please 
contact HP Product Support. 


31601 


License tor using the Cache Management tunction is not installed or has expired, lo 
perform any operation related with Cache Management, you need to install a valid 
key. Please contact HP Product Support. 


31999 


I- f • I' 1 1 rM/^ /c\ /n \ * r *l 1 nl 1 1 ■■ ii.- 

Connection tor communication between DKCs (bVPs) is tailed. Please check the setting 
of LAN. After the check, if the problem persists, please contact the HP Product 
Support. 


32000 


Failed to obtain the configuration information. Confirm that the status from SVP to 
DKC is normal. After the confirmation, if the problem persists, please contact the HP 
rrouuCT oupporT. 


32001 


The file required by the application cannot be loaded. Memory could be insufficient. 
Reboot the SVP and re-execute. If the problem persists, please contact the HP Product 
Support. 




/viemory reuuirea uy ine appiicaiion cannoi oe reservea. 




The specified Port doesn't exist or is a Main Frame specific. 




1 ne versions or ine ovr ana ine microprogram or uiv^ ao nor marcn. riease cnecK ine 
versions of the SVP and the microprogram of the DKC. 


32007 


The I/O from the host to the target path/volume may be sent. Please check if I/O from 
the host to the target path/volume occurs. 


32008 


Please check the status of DKC (if it is blockaded). After the check, if the problem 
persists, call the service personnel. 


32009 


Port blockade error occurs. Please contact the HP Product Support. 


32010 


Download error occurs. Please contact the HP Product Support. 


32011 


Port recovery error occurs. Please contact the HP Product Support. 


32012 


Communication failure while connecting to Array. Please check the setting of the LAN. 
After the check, if the problem persists, please contact HP Product Support. 
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32013 


The Array is locked by another manager through SVP or SNMP. 


32014 


Communication failure while connecting to Array. The exclusive lock on the array is 
lost. 


32019 


VSC related configuration change is being processed in DKC. Please wait for a while 
and re-issue the request for configuration change. 


32030 


Internal Processing is being done on Array. The Server is not ready yet. Please try the 
operation after some time. 


32077 


Cache LUN prestaging operation failed. I/O may have taken place. Please wait for a 
while and re-execute tne operation. 


32078 


A failure occurs during the VSC installation/delete LDEV process. Please contact the 
HP Product Support. 


32079 


Ihe operation cannot be pertormed as a host is mounted or a cluster contiguration is 
set. 


32080 


A 1 • ±1 £ £• ±* 1 * rM//- nl 1 1 

An error occurs dunng the process ot contiguration change in DKC Please check the 
status of DKC, and then check the status of the current configuration set. If necessary, 
re-execute the setting operation. If the problem persists, please call the HP Product 
Support. 


32081 


The results of the configuration chance is unclear. Please check the status of DKC, and 
then check the status or the current configuration set. If necessary, re-execute the 
setting operation. If the problem persists, please call the HP Product Support. 


32082 


VSC operation cannot be performed. (During COPY for Remote 
Copy/Shadowlmage). Please wait for a while and re-execute the operation. 


32083 


VSC operation cannot be performed. (Remote Copy/Shadowlmage configuration is 
defined). Please cancel the configuration settings of Remote Copy/Shadowlmaqe, 
and then re-execute the operation. 


32084 


VSC operation cannot be performed. (Varied Online from the M/F host). Please bring 
the M/F host to Offline mode. 


32085 


VSC operation cannot be performed. (Hitachi TrueCopy - S/390 is being suspended). 
Please add the alternate path. 


32086 


VSC operation cannot be performed. (The target CHA may contain the last path of 
Remote Copy between MCU and RCU.) Please confirm that the alternate path exists 
from MCU. 


32087 


VSC operation cannot be performed. (Shadowlmage setting exists). Please cancel the 
Shadowlmage setting, or stop the I/O and then re-execute the operation. 


32088 


VSC operation cannot be performed. (Backup server of Shadowlmage is in 
operation). Stop the backup server and re-execute the operation. 
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32089 


VSC operation cannot be performed. (Shadowlmage pair is included). Please split the 
Shadowlmage pair. 


32090 


VSC operation cannot be performed. (Shadowlmage pair is included). Please 
resyncnronize the Shadowlmage pair. 


32091 


VSC operation cannot be performed. (Shadowlmage pair is included). Please change 
the Shadowlmage volume to Simplex. 


32092 


VSC operation cannot be performed. (Maintenance is in process). Please wait for a 
while and re-execute the operation. 


32093 


VSC operation cannot be performed. (The function is not supported in the main. The 
target function is not supported). Please contact the HP Product Support. 


32094 


I/O exists in the target WWN, or unregistered WWN, or the request is given to the 
WWN specified to the group. Please check the specified WWN, re-execute the 
operation after checking if it is registered, releasing from the host group, or stopping 
the 1/ O from the host. 


32097 


Maximum number of Paths through which the Port can be accessed already 
configured. Please delete a path to add a new add for this port. 


32098 


With CHA high-speed mode set for the port, multiple change requests cannot be 
performed. 


32099 


VSC operation - Initialize cannot be performed as LDEV ID is not set for the Parity 
Group. 


32167 


I/O in the Extended Copy Manager operation may be in progress. Please stop the 
l/Os by Extended Copy Manager. 


32997 


C *l 1 ± 1 ± * L If L' ' L • 1 * ±1 1* ±- nl 1 L 

railed to obtain external tunction pointer required in the application. Please reboot 
the SVP and re-execute the same operation. If the problem persists, please inform the 
HP Product Support. 


32998 


Failed to obtain external function pointer required in the application. Please reboot 
the SVP and re-execute the same operation. If the problem persists, please inform the 
HP Product Support. 


32999 


The interface between applications do not match. Please reboot the SVP and 
re-execute the same operation. If the problem persists, please inform the HP Product 
Support. 


33000 


Unexpected error occurred. After rebooting the SVP, if the problem persists, please 
contact HP Product Support. 


33001 


Failed to manage the configuration information. After rebooting the SVP, if the 
problem persists, please contact HP Product Support. 


33002 


Failed to manage the configuration information. After rebooting the SVP, if the 
problem persists, please contact HP Product Support. 
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33003 


An error occurred while accessing a file required by the application. Please reboot the 
SVP and re-execute the same operation. If the problem persists, please contact your 
HP support representative. 




inTerrace logicai error in ine appiicarion is aeiecTea. v^r, unregisierea error occurs. 
Please contact HP Product Support. 


42002 


An error occurred on RMI Server. Please contact HP Product Support. 




loervice ^i\is/v\anj sTops. rieose conTacT nr rroQUCT oupporT. 


48006 


Failed to initialize. Please try again. If the problem persists, please contact HP Product 
ouppori. 


50199 


Sequence Error in the internal logic of CV Server. Please raise a bug or report this 
proDiem to ine nr rroaucT ouppori. 


55094 


LUN Security Operation being performed for non-fibre port. 


55195 


This functionality is not available. License Key for SNMP API needs to be installed. 
Please contact the HP Product Support. 


55196 


This functionality is not available. License Key for HPAV is required. Please contact the 
HP Product Support. 


55197 


This functionality is not available. License Key for PERFORMANCE MANAGEMENT 
BASE MONITOR is required. Please contact the HP Product Support. 


55198 


This functionality is not available. License Key for HP Auto LUN XP is required. Please 
contact the HP Product Support. 


55199 


This functionality is not available. License Key for HP APPLICATION POLICY 
MANAGER is required. Please contact the HP Product Support. 


58396 


Inconsistent configuration information. Please retry the operation. If the error persists, 
please contact the HP Product Support. 


60999 


Failed to initialize the log file for RMI. (Improper environment). Please contact HP 
Product Support. 


61000 


Log file formatting error for RMI (Improper environment). Please contact HP Product 
Support. 


61001 


Failed to access the environment file for RMI (Improper environment). Please contact 
HP Product Support. 


61002 


Error in formatting the authentication file (Improper environment). Please contact HP 
Product Support. 


61003 


Error in formatting the list storing file names (Improper environment). Please contact 
HP Product Support. 
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61004 


An error occurred in RMI Server. If the error persists after retrying, please contact HP 
Product Support. 




MUTnenTicoTion rue or ooto excnanye Touie rue aoes noT exisT. nease coniaci ine nr 
Product Support. 


63996 


Since no data is registered to the authentication file, you cannot log in. Register the 
authentication data. Please call the HP Product Support. 


63998 


The array configuration is invalid. Please contact the HP Product Support. 


76005 


An error occurred in RMI Server. If the error persists after retrying, please contact HP 
Product Support. 


103995 


The user ID is already in use. Please try to log in after some time. 


1104971 


The license for this product will expire in 45 days. 


1104972 


The license for this product will expire in 30 days. 


1104973 


The license for this product will expire. 


1104974 


The license for WEB CONSOLE is not installed. 


1104975 


The array is equipped with large capacity drives. Please upgrade the license key 
capacity for the software. 


1 1 04976 


The software installation status has changed. 


1104978 


The maximum permissible capacity of software is insufficient. 


1105917 


Failure while connecting to array because of network error. 


1105960 


Failure while connecting to array because of network error. 


1106950 


An error occurred. Please contact HP Product Support. 


1107990 


A trap was generated. 


1108090 


A trap was generated. 


1108091 


An error was detected in the system. Please retry the operation. If the error occurs 
again, please contact the HP Product Support. 


1904811 


Please enter the nickname. 


1904812 


Please enter the product name. 


1904813 


Please enter the serial number. 


1904814 


Please enter a numeric value for the serial number. 


1904815 


Please enter the IP address. 


1904816 


Please enter numeric values for the IP address. 
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1904817 


Please enter the location name. 


1904818 


Special characters like \" \\ ,;:*?<> | / cannot be used. 


1904819 


Multi-byte characters cannot be used. 


1904820 


Administrative privileges needed. 


1904821 


The nickname is already registered. Please specify another nickname. 


1904822 


Nickname cannot be greater than 16 alphanumeric character string. 


1904823 


Product name cannot be greater than 16 alphanumeric character string. 


1904824 


Location name cannot be greater than 16 alphanumeric character string. 


1904825 


Invalid Array Serial Number. It should be less than 65536. 


1904920 


Failed to compress the trace file. 


1905010 


An error occurred in the RMI Server. Security file for download not available. Please 
contact the HP Product Support. 


1905020 


The number of storage devices exceeds the maximum. 


1905811 


Failed to open the storage list file. If the error persists, please call the HP Product 
Support. 


1905812 


The storage file does not exist. Please contact the HP Product Support. 


1905824 


Error occurred in authentication. Please contact the HP Product Support. 


3055696 


WindowsAPI error. Please contact the HP Product Support. 


3055717 


File open error. Please contact the HP Product Support. 


3055718 


Failed to access the file. Please contact the HP Product Support. 


3056896 


SVP is busy. Please contact the HP Product Support. 


3056900 


SEND error. Please contact the HP Product Support. 


3056901 


TRAP SEND error. Please contact the HP Product Support. 


3056902 


Reject error. Please contact the HP Product Support. 


3056903 


File not found. Please contact the HP Product Support. 


3056904 


IP address not set. Please contact the HP Product Support. 


3056905 


IP address specification error. Please contact the HP Product Support. 


3104700 


The IP address specified is not valid. 


3104701 


All fields in the IP address are specified as zero. Invalid IP address. 
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0 1 \JH/ 0\J 


/v\u XI rn u rri numDsr or ir uciursssss are uireauy iisTeu. ine iimiT is oz. rieuss usiSTe an 
IP address in order to enter a new IP address. 


0 1 \JH/ 0 1 


/viuxirnurn numDsr ot v^ornrnuniTies are uireauy iisiea. i ne iirniT is oz. riease aeieie a 
Community in order to enter a new Community. 


3104740 


The specified community name is already in use. 


3104741 


The specified IP address is already listed with the Array. 




inTerrace error, nease re execuie ine same operaiion aaain. it ine prouiem persisis, 
contact the HP Product Support. 




Mn error occurrea ai ine rime or execuiion or insiaii/ uninsiaii operaiion. it ine 
problem persists, please contact the HP Product Support. 


4054665 


Invalid product name. Please specify a valid product name. 


4054666 


Temporary key is already installed. 


4054667 


The array capacity exceeds that of the license key. Please obtain a new key with 
adequate capacity. 


4054668 


A dependency of the product that you are trying to install exists. Please refer the 
user-guide or FAQ for details. Please install the specified product first. 


4054669 


The specified product ID is invalid. 


4054670 


The specified key code is not valid. 


4054671 


The specified serial number of the array is not valid. 


h\jDhO/ /- 


A dependency of the product that you are trying to uninstall exists. Please refer to the 
user-guide or FAQ for details. Please uninstall the specified product first. 




r\ aepenaency or ine proauci inai you are Trying to uninsTaii exisrs. nease rerer to rne 
user-guide or FAQ for details. Please uninstall the specified product first. 


4054674 


Different DKC type. This product needs another sub-system type. 




ine proaucT license cannoi oe cnangea. nease coniacT ine nr rroauci ouppori. 


4054689 


Ill 1^ to tn^ ^rror in otn^r coH\A/nr^ tnic on^mtion rrinnot nrof^cc^H Aft^r r^cok/inn 

L^UC? \\J IllC? Clll^l III UlllCl dUIIWUlC?^ Illlo (^LfC?l (J 1 lUl 1 L-UllllUI LfC? Lf 1 (^L.C?OdC?(J . AAI IC?I iCol^lVlllLj 

the error factor, re-execute the operation. 


4055096 


The trial time limit of the temporary key you had installed has expired. Please order 
either an emergency key or a permanent Key. 


4055097 


Insufficient licensed capacity. Please check the request for setting. 


4055098 


You are attempting to install an emergency key even though the permanent key is 
already installed. 


4055607 


Failed to reserve memory. Please contact HP Product Support. 
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4055617 


File open error. Please contact HP Product Support. 


4055618 


Failed to access the file. Please contact the HP Product Support. 


40561 12 


I/O in the Extended Copy Manager operation may be in progress. Please stop the 
l/Os and perform the operation again. 


4056655 


An internal server error occurred. Please contact HP Product Support. 


4056656 


Syntax error of the license key file. Please contact HP Product Support. 


4056657 


Boot mode error. Please contact HP Product Support. 


4056658 


Non-initialized error. Please contact HP Product Support. 


4056659 


Insufficient reserved buffer. Please contact HP Product Support. 




1 ne prouucT is aireoay insTaiiea. 




ovr IS Dusy. nease conTuCT nr rrouucT oupporT. 




1 ne array capaciiy exceeas inai or ine license Key insraiiea. nease ouiain a nevv 
license key or appropriate capacity. 


4056798 


A dependency of the product that you are trying to install exists. Please refer the 
user-guide or FAQ for details. Kindly install the specified product first. 


4056799 


A dependency of the product that you are trying to install exists. Please refer the 
user-guide or FAQ for details. Kindly install the specified product first. 


4056800 


The product name is not valid. 


4056801 


An error occurred. Please contact HP Product Support. 


4056802 


An error occurred. Please contact HP Product Support. 


4057597 


Communication error between DKC-SVP Please contact HP Product Support. 


4057598 


Communication error between DKC-SVP Please contact HP Product Support. 


4057797 


Function BIT OFF. An internal server error. Please contact HP Product Support. 


4057798 


Hardware is old. An internal server error. Please contact HP Product Support. 


4057799 


Insufficient hardware. An internal server error. Please contact HP Product Support. 


4057800 


The array status is not valid. An internal server error. Please contact HP Product 
Support. 


4057801 


The software you tried to uninstall is being used. 


4057896 


Failed to acquire the configuration information. Please contact HP Product Support. 


5055496 


Windows API error. Please contact HP Product Support. 


5055518 


Failed to access the file. Please contact the HP Product Support. 
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me Closing error, it ine prouiem persisis urier reTrying, pieuse coniucT ine nr rrouuci 
Support. 


5055520 


File name acquisition error. If the problem persists after retrying, please contact the 
HP Product Support. 


5055531 


Invalid parameter when the lower module is called from the high-level. Please contact 
the HP Product Support. 


5055535 


Communication error between DKC-SVP. Please call the service personnel. 


5055545 


Communication error between DKC-SVP. Please contact the HP Product Support. 


5055997 


SVP is busy. Please wait for a while and retry. 


5056001 


SVP is busy. Please wait for a while and retry. 


5056002 


SVP is busy. Please wait for a while and retry. 


5056599 


An internal server error occurred. Please contact the HP Product Support. 


5056605 


An internal server error occurred. Please contact the HP Product Support. 


5056606 


An internal server error occurred. Please contact the HP Product Support. 




Mn iniernai server error occurrea. riease coniaci ine nr rroaucT oupporr. 


5056697 


An internal server error occurred. Please contact the HP Product Support. 


5057496 


Timeout between DKC-SVP. If the problem persists after a few tries, please contact the 
HP Product Support. 


5057595 


The request is rejected in DKC. If the problem persists after a few tries, please contact 
the HP Product Support. 


5057805 


Invalid configuration information. If the problem persists after a few trials, please 
contact HP Product Support. 


5057896 


Inconsistent configuration information. If the problem persists after a few tries, please 
contact HP Product Support. 


10100013 


The specified fibre address is wrong. Please correct the content of the change request 
and re-issue the operation. 


10100055 


The specified Host Group is already in use. Please correct the content of the change 
request and re-issue the operation. 


10104000 


The product of number of Host Groups and number of LUN IDs specified should be 
same as the number of LDEV IDs. Please correct the content of the change request and 
re-issue the operation. 


10104030 


The maximum number of paths are already set. No paths can be further set for the 
Host Group. 
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1 U 1 U-H-UO 1 


1 ne muximurn nurnucr ot luins TnuT can us S6t Tor u nosT oroup is zjo. ino Turiner 
LUNs can be set for the specified Host Group. 


10104032 


The maximum number of LUNs that can be set for a Port is 51 2. No further LUNs can 
be set for the specified Port. 


10104033 


The specified number of LDEV IDs exceeds the number of free LUNs available. Please 
reduce the LDEV IDs and retry the operation. 


10104040 


The specified LUN is already in use. 


10104041 


The specified LUN is not a Command Device. 


10104042 


Please specify a LUN which is already assigned. 


10104043 


No port is specified. 


10104044 


At least one path needs to be mapped to the Command Device. 


10104045 


Number of LDEVs specified are not valid for the LUN. 


10104046 


The specified LUN does not exist in the system. 


10104047 


No LUN ID specified for the configuration change request. 


10104049 


Duplicate Fibre Address is specified. Please change the content of the change request 
and re-issue the operation. 


10104089 


The specified LUN is the last path the Command Device. Command Device needs to 
be released first. 


10105499 


The specified Host Mode is not valid. Please specify a correct Host Mode. 




A\n iniernai server error occurrea. nease coniaci ine nr rroaucT oupporr. 


10108140 


Please specify a LUN ID which is free. 


11099954 


The specified WWN is already in use. Please correct the content of the change 
request and re-issue the operation. 


11099955 


The specified name is already in use. Please correct the content of the change request 
una re issue Tne operuTion. 


1 1 1 00000 

1 1 1 \J\J\J\J\J 


TnP nnmp rc\x\x\(-A rc\x\\r\\x\ cn^r'in r\\r\vr\r\^v^ ()n \/ n nnnK^tc in-7 nnH A-Yl nnri Hinitc 

1 1 IC7 1 lU 1 1 IC7 1 II 1^1 L>^i 1 lU 1 1 1 OkJC^IU 1 L-IIUIU^IdO. V-/ Illy 1 LJI lU LJdO I U £- 1 lU r\ 1 1 UIIVJ UlUIIO 

(0-9) are allowed. 


11103890 


The WWN should contain hex digits (0-9 and A-F) and should be of 16 character 
string-length. 


11103891 


The name cannot contain special characters. Only alphabets (a-z and A-Y) and digits 
(0-9) are allowed. 


11103910 


The group name can be maximum of 8 characters. 


11103911 


The name can be maximum of 8 characters. 
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^^^^^^^^^^^^^^^^^ ^^^^^^^^^^^^^^^^H 


1 1 1 U07 1 z 


cucn urea or vvvvin snouiu ue or o cnuracTers. 


1 1 1 uovou 


The moximum number of Host Groups for the specified Port ore olreody registered. 


1 1 1 U070 1 


1 ne muxirnurn nurnucr ot vv wins are uireuuy regiSTereu. ino Turiner vv wins can ue 
added. Please delete some WWNs to add more WWNs. 


11103932 


The maximum number of WWNs that can be configured is 255. No further WWNs 
can be added. 


11103933 


The maximum number of WWN groups is 1 27. No further WWN groups can be 
added. 


1 1 1 03934 


The maximum number of LUN groups is 128. No further LUN Groups can be added. 


11103942 


The specified WWN already exists. 


11103943 


The specified name already exists. 


1 1 1 03944 


The security switch of the specified Port is OFF. Please turn the security to ON for 
performing the operation. 


1 1 1 03947 


The ^^^VN Group already is already configured with the same LUN Group. 


1 1 1 03948 


The ^^^VN is already configured with the same LUN Group. 


1 1 1 03952 


The specified ^/^/N already exist in the Port. 


11103953 


The specified WWN is already mapped to the LUN. 


11103954 


The specified WWN Group already contains the LUN. 


11103955 


The specified name is already registered for the particular Port. 


11105950 


An internal server error occurred. Please contact the HP Product Support. 


ZU 1 uouzu 


INO Luoc volumes uvuiiuDie. 


20103021 


You cannot delete TOP LDEV in a LUSE. Please select a non-TOP LDEV in the LUSE. 


20103022 


Specified TOP LDEV cannot be used for forming a LUSE. There are no LDEVs 

nvni nK P Tr\r pvnnnriinn 1 IjFvc 


20103023 


Specified TOP LDEV cannot be used for forming a LUSE. There are no LDEVs 
available for expanding LDEVs. 


51046897 


Communication problem between DKCs and SVP. If the problem persists after a few 
trials, please contact the HP Product Support. 


51046910 


Communication problem between DKC and SVP If the problem persists after a few 
trials, please contact the HP Product Support. 


51046928 


Monitoring data is being edited. Please wait for a while. 
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51047040 


Abnormal transmission. Please Re-execute the same operation. If the problem persists 
after a few trials, please contact the HP Product Support. 


51049905 


Sequence error. Please re-execute the same operation. If the problem persists after a 
few trials, please contact the HP Product Support. 


51049908 


Interface error. Interface error of the high-error function may occur. Please check the 
eriTerea purameTer ^neuse cnecK Tne exTeriT/ TormuT eicj. 


51049994 


Invalid function code. Function code when the high-level function is called is invalid, 
riease cnecK it ine Tunciion coae is correcT. 




raiiea to creaTe inreaa. it ine proDiem persiSTs aner a rew Triuis, piease coniacT ine nr 
Product Support. 


D 1 \JD\J7\J/ 


raiiea to reserve memory, it rne prouiem persisis aner a rew iriuis, pieuse coniaci ine 
HP Product Support. 


J 1 uouy 1 / 


nie open error, riease coniacT ine nr rroauci ouppori. 


51050918 


Failed to access the statistics information file or plan file. If the problem persists after a 
rew Trials, piease coniacT ine nr rroauci ouppori. 


51052006 


Parameter error. Please contact the HP Product Support. 


51052323 


Invalid product name check. If the problem persists after a few trials, please contact 
the HP Product Support. 


51052897 


Communication problem between DKC and SVP If the problem persists after a few 
trials, please contact the HP Product Support. 


51053811 


MP failure occurs. If the problem persists after a few trials, please contact the HP 
Product Support. 


51053813 


New maintenance call NG. If the problem persists after a few trials, please contact the 
HP Product Support. 


51053814 


The target package does not exist. If the problem persists after a few trials, please 
contact the HP Product Support. 


52045871 


The HDEV specified as the reserve volume is being used as a secondary HDEV of BC. 
Please check the status of the specified volume. 


52045872 


The HDEV specified as the reserve volume is the reserve volume of BC. Please check 
the status of the specified volume. 


52045873 


The HDEV specified cannot be configured as the Reserve volume because the HDEV is 
part of LUSE. Please check the specification. 


52045874 


Cache LUN is set to the HDEV specified as the Reserve volume. Release the Cache 
LUN setting. 
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52045875 


Reserve volume cannot be used. If the problem persists after a few trials, please 
contact the HP Product Support. 


52045876 


Reserve volume is the command device. Release the command device, or select other 
volume. 


52045877 


Reserve volume unmounted. If the problem persists after a few trials, please contact 
the HP Product Support. 


52045878 


The HDEV specified as the reserve volume is already set. If the problem persists after a 
few trials, please contact the HP Product Support. 


52045879 


No reserve volume can be assigned. Set the reserve volume, and re-execute the 
operation. 


52045880 


The HDEV specified as the reserve volume is used in the hierarchical control. If the 
problem persists after a few trials, please contact the HP Product Support. 


52045881 


The RAID level of the HDEV specified as the reserve volume is not supported. Please 
check the microprogram version and contact the HP Product Support. 


52045889 


The HDEV specified as the reserve volume is not the reserve volume of the hierarchical 
control. If the problem persists after a few trials, please contact the HP Product 
Support. 


52045890 


No HDEV in the reserve volumes can be assigned as the secondary HDEV. If the 
problem persists after a few trials, please contact the HP Product Support. 


52045891 


Since the path group is set, the request is rejected. If the problem persists after a few 
trials, please contact the HP Product Support. 


52045904 


The emulation type of the specified reserve volume is not supported. If the problem 
persists after a few trials, please contact the HP Product Support. 


52045912 


The volume specified as the source is the primary volume of the concurrent copy. If the 
problem persists after a few trials, please contact the HP Product Support. 


52045913 


The volume specified as the target is the primary volume of the concurrent copy. If the 
problem persists after a few trials, please contact the HP Product Support. 


52045914 


The volume specified as the reserve is the primary volume of the concurrent copy. If 
the problem persists after a few trials, please contact the HP Product Support. 


52045915 


The specified source volume is the primary volume of XRC. If the problem persists after 
a few trials, please contact the HP Product Support. 


52045916 


The specified target volume is the primary volume of XRC. If the problem persists after 
a few trials, please contact the HP Product Support. 


52045917 


The volume specified as the reserve is the primary volume of XRC. If the problem 
persists after a few trials, please contact the HP Product Support. 
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52046002 


Since the volume characteristics are different, the pair cannot be set. If the problem 
persists after a few trials, please contact the HP Product Support. 


52046003 


The emulation type of the specified source volume is not supported. If the problem 
persists after a few trials, please contact the HP Product Support. 


52046004 


The emulation type of the specified target volume is not supported. If the problem 
persists after a few trials, please contact the HP Product Support. 


52046005 


The upper limit value is exceeded (Source, Target, Reserve). Please check the number 
of the volumes which can be set at a time. 


52046006 


The multiplicity of the copy job is exceeded. If the problem persists after a few trials, 
please contact the HP Product Support. 


52046007 


The source volume is unmounted. If the problem persists after a few trials, please 
contact the HP Product Support. 


52046008 


The source volume cannot be used. If the problem persists after a few trials, please 
contact the HP Product Support. 


52046009 


The source volume is formatting. If the problem persists after a few trials, please 
contact the HP Product Support. 


52046010 


The source volume is the command device. If the problem persists after a few trials, 
please contact the HP Product Support. 


5204601 1 


The target volume is not mounted. If the problem persists after a few trials, please 
contact the HP Product Support. 


52046012 


The target volume cannot be used. If the problem persists after a few trials, please 
contact the HP Product Support. 


52046013 


The target volume is being formatted. If the problem persists after a few trials, please 
contact the HP Product Support. 


52046014 


The target volume is the command device. If the problem persists after a few trials, 
please contact the HP Product Support. 


52046015 


The volume specified as the target is not the target volume of the hierarchical control. 
If the problem persists after a few trials, please contact the HP Product Support. 


52046016 


The volume specified as the source is the target volume of the hierarchical control. If 
the problem persists after a few trials, please contact the HP Product Support. 


52046017 


Pair cannot be set to the specified source volume. If the problem persists after a few 
trials, please contact the HP Product Support. 


52046018 


The specified target volume is used as the target volume of the hierarchical control. If 
the problem persists after a few trials, please contact the HP Product Support. 


52046019 


The specified target volume is the source volume of the hierarchical control. If the 
problem persists after a few trials, please contact the HP Product Support. 
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52046020 


The specified source volume and the target volume are the same volume. If the 
problem persists after a few trials, please contact the HP Product Support. 


52046021 


The volume specified as the source volume is the primary volume of CA. If the problem 
persists after a few trials, please contact the HP Product Support. 


52046022 


The volume specified as the source volume is the secondary volume of CA. If the 
problem persists after a few trials, please contact the HP Product Support. 


52046023 


The RAID level of the specified source volume is not supported. If the problem persists 
after a few trials, please contact the HP Product Support. 


52046024 


The specified source volume is the primary volume of BC. If the problem persists after 
a few trials, please contact the HP Product Support. 


52046025 


The specified source volume is the secondary volume of BC. If the problem persists 
after a few trials, please contact the HP Procluct Support. 


52046026 


The specified source volume is the primary volume of Data Migration. If the problem 
persists after a few trials, please contact the HP Product Support. 


52046027 


The specified target volume is the Root volume of the BC. If the problem persists after a 
few trials, please contact the HP Product Support. 


52046028 


The specified target volume is the Node volume of BC. If the problem persists after a 
few trials, please contact the HP Product Support. 


52046029 


The specified target volume is the primary volume of CA. If the problem persists after 
a few trials, please contact the HP Product Support. 


52046030 


The specified target volume is the secondary volume of CA. If the problem persists 
after a few trials, please contact the HP Product Support. 


52046031 


The RAID level of the specified target volume is not supported. If the problem persists 
after a few trials, please contact the HP Product Support. 


52046032 


The specified target volume is the primary volume of BC. If the problem persists after a 
few trials, please contact the HP Product Support. 


52046033 


The specified target volume is set as the S-VOL of BC. If the problem persists after a 
few trials, please contact the HP Product Support. 


52046034 


The specified target volume is the primary volume of Data Migration. If the problem 
persists after a few trials, please contact the HP Product Support. 


52046035 


The specified source volume is the reserve volume of BC. If the problem persists after a 
few trials, please contact the HP Product Support. 


52046036 


Cache LUN is set to the specified source volume. If the problem persists after a few 
trials, please contact the HP Product Support. 


52046037 


Cache LUN is set to the specified target volume. If the problem persists after a few 
trials, please contact the HP Product Support. 
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52046038 


The specified volume is not the source volume. If the problem persists after a few trials, 
please contact the HP Product Support. 


52046041 


The number of the valid lists specified is invalid. If the problem persists after a few 
trials, please contact the HP Product Support. 


52046042 


The specified volume is already the source volume. If the problem persists after a few 
trials, please contact the HP Product Support. 


52046401 


License for using the Auto LUN function is not installed or has expired. Please install 
the required license. 


52046798 


Confirm that the maintenance operation is not performed at SVP (SVP in modify 
mousj. nease wqit toi u wniie unu re execuTe. 




A\n iniernai error occurrea. it ine prouiem persiSTS oner u lew iriuis, pieuse coniacT ine 
HP Product Support. 


52046806 


Since the status is not Simplex internally, the transfer instruction cannot be accepted. 
Please wait for a while and re-execute the same operation. If the problem persists 
after a few trials, please contact the HP Product Support. 


52046819 


Processor failure detected. Please contact the HP Product Support. 


52046820 


Cache failure detected. Please contact the HP Product Support. 


52046821 


Shared memory failure detected. Please contact the HP Product Support. 


52046822 


Power failure detected. Please contact the HP Product Support. 


52046823 


PS OFF is in process. Please contact the HP Product Support. 




uaTa TransTer raiiure ^^riMj. nease coniaci ine nr rroaucT oupporT. 


52046825 


Data transfer failure (DKA). Please contact the HP Product Support. 


52046828 


The statistic file is being updated (Being automatically obtained). Please wait for a 
while. 


52047797 


Invalid command code. Invalid interface between functions inside the agent is 
detected. Please contact the HP Product Support. 


52047798 


Unexpected error occurs. Please reboot the SVP and perform the operation. If the 
problem persists, please contact the HP Product Support. 


52049808 


Interface error. Interface error of the high-error function may occur. Please check the 
entered parameter (Please check the extent/format etc.). 


52049894 


Invalid function code. Function code when the high-level function is called is invalid. 
Please check if the function code is correct. 


52050299 


The specified volume is used by Data Migration. Please check the request for setting 
and re-execute the operation. 
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52050300 


The specified volume is used by CA. Please check the request for setting and 
re-execute the operation. 


52050301 


The volume specified as the source is the primary volume of CA, and it is used as a 
pair whose status is other than Pair Suspended. Please check the request for setting 
and re-execute the operation. 


52050302 


The specified target volume is not the target volume of the hierarchical control. Please 
check the request for setting and re-execute the operation. 


52050305 


Auto transfer plan of Auto LUN is started doubly. Please wait for a while and 
re-execute the operation. 


52050795 


Failed to create thread in initial booting. Reboot a few times. If the problem persists, 
please contact the HP Product Support. 


52050796 


WindowsAPI error. If the problem persists after retrying, please contact the HP 
Product Support. 


52050807 


Failed to reserve memory. If the problem persists after retrying, please contact the HP 
Product Support. 


52050817 


Failed to open the statistics information file or plan file. If the problem persists after 
retrying, please contact the HP Product Support. 


52050818 


Failed to access the statistics information file or plan file. If the problem persists after 
reirying, piease coniacT ine nr rroaucT ouppori. 




Invalid parameter when the lower module is called from the high-level. Please contact 
the HP Product Support. 


52051296 


Failed to acquire monitor data. (No statistics information). Please turn on the monitor 
switch and accumulate the data. 


52051297 


DKC Busy Please wait for a while and retry. If the problem persists after retrying, 
please contact the HP Product Support. 


52051305 


Lock time-out detected. Please wait for a while and retry. 


5205 1 306 


t ommnnri iQciinnr'P rPiPr'tpH P ^ncp r'h^r'K tnp nnir ctnti 


52051307 


Command issuance treated as NOP Please check the pair status. 


52052195 


Auto LUN parameter file access error. Execute the same operation a few times. If the 
problem persists after retrying, please contact the HP Product Support. 


52052196 


Auto LUN plan file access error. Execute the same operation a few times. If the 
problem persists after retrying, please contact the HP Product Support. 


52052197 


Auto LUN fixed PG file access error. Execute the same operation a few times. If the 
problem persists after retrying, please contact the HP Product Support. 
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52052198 


Auto LUN class file access error. Execute the same operation a few times. If the 
problem persists after retrying, please contact the Hr Product Support. 


52052199 


Auto LUN PG file access error. Execute the same operation a few times. If the problem 
persists after retrying, please contact the HP Product Support. 


52052200 


Auto LUN LDEV file access error. Execute the same operation a few times. If the 
problem persists after retrying, please contact the HP Product Support. 


52052201 


Auto LUN configuration file access error. Execute the same operation a few times. If 
the problem persists after retrying, please contact the HP Product Support. 


52052202 


Auto LUN reserve information acquiring error. Execute the same operation a few 
times. If the problem persists after retrying, please contact the HP Product Support. 


52052203 


Auto LUN usage rate acquiring error. Execute the same operation a few times. If the 
problem persists after retrying, please contact the HP Product Support. 


52052204 


Auto LUN plan file output error. Execute the same operation a few times. If the 
problem persists after retrying, please contact the HP Product Support. 


52052205 


Auto LUN PG file output error. Execute the same operation a few times. If the problem 
persists after retrying, please contact the HP Product Support. 


52052206 


Auto LUN LDEV file output error. Execute the same operation a few times. If the 
problem persists after retrying, please contact the HP Product Support. 


52052207 


Invalid Auto LUN parameter file. Execute the same operation a few times. If the 
problem persists after retrying, please contact the HP Product Support. 


52052208 


Invalid Auto LUN plan file. Execute the same operation a few times. If the problem 
persists after retrying, please contact the HP Product Support. 


52052209 


Invalid Auto LUN fixed PG file. Execute the same operation a few times. If the problem 
persists after retrying, please contact the HP Product Support. 


52052210 


Invalid Auto LUN class file. Execute the same operation a few times. If the problem 
persists after retrying, please contact the HP Product Support. 


5205221 1 


Invalid Auto LUN PG file. Execute the same operation a few times. If the problem 
persists after retrying, please contact the HP Product Support. 


52052212 


Invalid Auto LUN LDEV file. Execute the same operation a few times. If the problem 
persists after retrying, please contact the HP Product Support. 


52052213 


Invalid Auto LUN configuration file. Execute the same operation a few times. If the 
problem persists after retrying, please contact the HP Product Support. 


52052214 


Invalid Auto LUN reserve information. Execute the same operation a few times. If the 
problem persists after retrying, please contact the HP Product Support. 


52052215 


Invalid Auto LUN internal information. Execute the same operation a few times. If the 
problem persists after retrying, please contact the HP Product Support. 
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52052216 


Failed to create Auto LUN plan. Execute the same operation a few times. If the 
problem persists after retrying, please contact the Hr Product Support. 


52052217 


Auto LUN memory error. Execute the same operation a few times. If the problem 
persists after retrying, please contact the HP Product Support. 


52052218 


Auto LUN internal error. Execute the same operation a few times. If the problem 
persists after retrying, please contact the HP Product Support. 


52052219 


Auto LUN plan file access error. (Delete) Execute the same operation a few times. If 
the problem persists after retrying, please contact the HP Product Support. 


52052221 


Auto LUN plan does not exist. Execute the same operation a few times. If the problem 
persiSTS QTTer reTryiny, pieose conTuCT Tne nr rrouuCT oupporT. 


52052796 


Timeout between DKC-SVP. If the problem persists after few retries, please contact the 
nr rroaucT ouppori. 


52052895 


The request is rejected in DKC. If the problem persists after few retries, please contact 
Tne nr rroaucT oupport. 


52052897 


The request cannot be received from SVP to DKC. If the problem persists after few 
reiries, piease coniacT ine nr rroaucT ouppori. 




The specified NAAA/N ID is already registered in the array. 


53045953 


The target port is unmounted. Correct the specified contents, and re-issue the request 
Tor conriy uroTion cnange. 


JOU^OOV/ 


The timer setting is failed. Communication problem between DKC and SVP. If the 
problem persists after few retries, please contact the HP Product Support. 




v^onnecTion ror communicaiion ueiween uivv^s \ovrsj is raiiea. v^ommunicaiion error 
occurs. If the problem persists after few retries, please contact the HP Product Support. 


53046728 


Monitoring data is being edited. Please wait for a while. 


53047698 


Unexpected error occurs. After rebooting the SVP, re-execute the same operation. If 
the problem persists, please contact the HP Product Support. 


53049695 


Invalid character entered for WWN. Specify 0 to9, A to F, -, space. 


53049705 


Sequence error. (Table inconsistency in main). Re-execute the same operation. If the 
problem persists after few retries, please contact the HP Product Support. 


53049708 


Interface error (Invalid date, time, relation between start and end, the number of parts 
divided equally, number, PORTID, host group, LUN, PG, CU, and LDEV). Re-execute 
the same operation. If the problem persists after few retries, please contact the HP 
Product Support. 


53049713 


Invalid the upper limit value/threshold. Enter the correct value (0-65535). 
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53049794 


Invalid function code. (Inconsistent versions in the server). Please call the service 
personnel. 


53049796 


The specified WWN is not configured. Please check the specified content and 
re-execute the operation. 


53049797 


The specified PPC group is not configured. Please check the specified content and 
re-execute the operation. 


53049799 


The specified PPC group is already registered in the array. Please check the specified 
content and re-execute the operation. 


53049800 


The WWN which is the target of monitoring is not mounted in the specified port. 
Please check the specified content and re-execute the operation. 


53049801 


The target WWN is already configured to the specified port as the monitoring target. 
Please check the specified content and re-execute the operation. 


53049802 


The PPCWWN nickname is already configured. Please check the specified content 
and re-execute the operation. 


53049803 


The PPC group nickname is already configured. Please check the specified content 
and re-execute the operation. 


53049804 


The maximum number of WWNs are already configured for the specified port. Please 
check the specified content and re-execute the operation. 


53049805 


The upper limit value of the WWN which can be registered as the target of 
monitoring is exceeded. Please check the specified content and re-execute the 
operation. 


53049806 


The upper limit value of the WWN which can be registered to the PPC group is 
exceeded. Please check the specified content and re-execute the operation. 


53049807 


The operation mode for the WWN belonging to the group cannot be changed. Please 
check the specified content and re-execute the operation. 


53049808 


WWNs which already belong to groups cannot be grouped. Please check the 
specified content and re-execute the operation. 


53049809 


WWNs with different operation modes cannot be grouped. Please check the specified 
content and re-execute the operation. 


53050695 


Failed to initialize (To create thread). If the problem persists after few retries, please 
contact the HP Product Support. 


53050707 


Failed to initialize (To reserve memory). If the problem persists after few retries, please 
contact the HP Product Support. 


53050717 


Failed to open the file. If the problem persists after few retries, please contact the HP 
Product Support. 
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^^^^^^^^^^^^^^^^^ ^^^^^^^^^^^^^^^^H 


53050718 


c •! 1 i iX L'\ \t l\ II * A £a £ A * 1 ^ X rl 1 in 

railed to access the tile. It the problem persists atter tew retries, please contact the Hr 
Product Support. 


5305073 1 


"tI 1 i * • 1' 1 /n 1. in\ n • 'i. i." 1 nn^ i. 1 

Ihe specitied parameter is invalid (Port ID, Pnonty operation mode, PPL control 
mode, threshold, upper limit value, update flag, WWN, PPC group ID, the number of 
settings, usage flag, type of the PPC control), trie nickname or combination of the 
setting parameters is invalid, or WWN nickname is inconsistent. If the problem 
persists after few retries, please contact the HP Product Support. 


53050745 


Exclusive check error. If the problem persists after few retries, please contact the HP 
Product Support. 


53050746 


Failed to convert Big-Little. If the problem persists after few retries, please contact the 
HP Product Support. 


53051806 


Parameter error between PPC and new communication. Please contact the HP Product 
Support. 


53052123 


The PP checked in SVP is determined as not installed in DKC. If the problem persists 
after few retries, please contact the HP Product Support. 


53052697 


Communication failure occurs. If the problem persists after few retries, please contact 
the HP Product Support. 


53053613 


New maintenance call NG. If the problem persists after few retries, please contact the 
HP Product Support. 


53053614 


The target package does not exist. If the problem persists after few retries, please 
contact the HP Product Support. 


53069795 


The specified PPC group is not registered. Please check the request for setting and 
re-execute the operation. 


53069821 


You tried to add the PPC groups which exceeds the maximum number (512). Please 
check the request for setting and re-execute the operation. 


60070015 


Failed to open the file. If the problem persists after few retries, please contact the HP 
Product Support. 


80044998 


Unexpected error occurs. After rebooting the SVP, re-execute the same operation. If 
the problem persists after few retries, please contact the HP Product Support. 


80047094 


Invalid function code. Function code when the high-level function is called is invalid. 
Please check if the function code is correct. 


80049996 


Timeout between DKC-SVP If the problem persists after few retries, please contact the 
HP Product Support. 


80050095 


The request is rejected in DKC. If the problem persists after few retries, please contact 
the HP Product Support. 


91046406 


Program Product required in this function is not installed. Install the Program Product 
required in this function and re-execute the request. 
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Table 4: XP1 28/XP1 024 error codes (Continued) 



Error codel 




91046907 


Failed to reserve memory for requesting. Reboot the SVP PC and re-execute the 
request. If the problem persists, call the support center. (Acquire DUMP) 


91046918 


Failed to operate the file for executing the request. Reboot the SVP PC and re-execute 
the request. If the problem persists, call the support center. (Acquire DUMP) 


91048205 


Unexpected error code is detected internally. Please call the support center. (Acquire 
DUMP.) 


91048897 


Communication error occurs during setting. If the problem persists after a few tries, 
call the service personnel. 


91066905 


Failed to reserve memory for requesting. Reboot the SVP PC and re-execute the 
request. If the problem persists, call the support center. (Acquire DUMP) 


95045525 


The reauest for setting is received, but data to be processed does not exist. Please 
check the request for setting, and re-issue the request for setting. 


95045536 


The number of requests for settings is limited to 3072. Reduce the number of the 
requests for settings and re-execute the operation. 


95046006 


License required for this operation is not installed. Please install the license required 
for this operation and re-execute the request. 


95046507 


Failed to reserve memory for reciuesting. Reboot the SVP PC and re-execute the 
request. If the problem persists after few retries, please contact the HP Product 
Support. 


95046518 


Failed to operate the file for executinq the request. Reboot the SVP PC and re-execute 
Tne recjussT. it Tne proDism pcrsiSTS uTTer rew reTries, pi6u56 conTuCT Tne nr rrouucT 
Support. 




ror Tne requesieu conTeriT, Tne unexpecTeu pururTieTer is seT. rieuse cnecK Tne seTTing. it 
the problem persists after few retries, please contact the HP Product Support. 




unexpecTea error coae is aeiecTea inTernaiiy. riease coniacT ine nr rroauci ouppori. 


95047925 


The specified port number cannot be used in this function. Please check the specified 
content and retry. 


95047926 


The Initiator Ports under the high-speed PCBs needs to be set to the Port Group. 


95047927 


The Initiator Ports under the high-speed PCBs are set to the Port Group, but the values 
of HOST Group#0 and Timeout are not set to 100 (Default value). 


95048497 


Communication error occurs during setting. If the problem persists after few retries, 
please contact the HP Product Support. 


95066505 


Failed to reserve memory for requesting. Reboot the SVP PC and re-execute the 
request. If the problem persists after few retries, please contact the HP Product 
Support. 
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